STOP THE CHILD'S PLAY 


This boy's play m closing the Sagamore Bridge at the expense of the public and the big hotels should cease. It so happens that the Bos ton & Maine R; R. (Portsmouth Electric) has a well budt and properly 


maintained bridge over Sagamore Creek. A year ago the plan to use this while the public bridge was being rebuilt was carefully worked out and it was agreed that it could be used wthout any^delay. 
Ihis 


plan should have been made effective without closing this much travelled thoroughfare. The public thoroughly understands this tempest in a teapot affair and the reason for allthis .small town stuff. The 
whole affair does not reflect credit on any one. Big meh don't act against the best interests of the community. The big hotel Wentworth and the Rye hotels have all suffered—and it hurts the city. 


COME, GET TOGETHER 


•mm »n in 1*1 til 
crrx 


THE WEATHER 


Washington. Aug. 4.—Forecast 


for northern New 'England: -'.Partly 
Cloudy tonight; .Sunday probably 
showers and thunder storms; cooler 
Sunday on the mainland, 
tight 


and moderate winds, mostly south- 
west. 
ETRST 
NEWS— CIRCULATION 
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•_. 
SUN AND TIDE 


Standard Time 


Sun Rises 
4.37 


Sun Sets' . 
7.02 


Length of Day. 
.13-24 


High Tide 
4.2G am. 4Ji3 pin 


Moon Rises 
11.29 pm 


Light Automobile Lamps at 7.32 pin 
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HARDING FUNERAL 


TRAIN SPEEDS ON 


THE CAPITAL 


The convention of postmasters and 


other employees to be held here dur-_ 
Ing the te.jcentcnp.ry have been can- 
celed on aci-ount of the death of Presi- 
. dent Harding on orders from Wash- 
ington. 
POSTfASTEMEN. 


CANCELS ALL THE 
POSTAL CONVENTIONS 


Washington. D. C., Aug-. 4—Post- 


master General Harry S. New today 
issued orders 
cancelling all confer- 


• ences and conventions of postmasters 


during the month of August. 


Service at Hotel, Then Body Removed 


to-Black Draped Train-The Station 
Covered With Mourning Emblems-- 
PeopEe With Bared Heads 


Miss ^Mildred Brown is passing the 


month of .August with Tier parents at 
Concord, N. H 
. . 
. 


(By Associated Press) 


On Board Harding Funeral Train, 


Rosoville. Calif.,' Aug. 4.—The sorrow 
, 


in the hearts of the American people j 
ovoc the death of their leader was. 
exemplified today by silent groups ; 
along the railroad side as the special I 
train bearing the body of Warren G. j 
Harding- traversed western California j 
and the wide roaches of the Nevada. 
With bared heads tney stood, some in 
groups of hundreds, sometimes only 
scores and sometimes singly, 
there | 


was none too poor, none too rich, none 
too mighty, or none too humbled to | 
pay their mark of respect to the mem- j 
ory of president Harding. They were 


I conscious only of showing their sorrow, 


on the passing of the funeral train 
and they typified the American people 
as a whole. 


Mrs. Harding continued to bear up 


well Bunder the strain and was still 
as determined as she was on Thursday 
evening that she would 
not 
break 


down. 
She retired early last night 


temporarily exhausted by the ordeal 
o£ the day. 


The beaches in this 
vicinity will 


ihave a banner day on Sunday if the 
heat continues. 


Mr. and Mrs. G. A. Howard will 


pass the week end with 
friends in 


•Boston. 


President Plans-'-to- 


-Down 
Our 


Of Ladies' and Children's Ready 


to-Wear is Rapidly Drawing 


to a Close 


It's'an opportune time to choose 


from our splendid lines of Blouses, 
Sweaters, Bath Robes, Bathing Suits 
and Shoes, Voile, Linen and Silk Dress- 
es, House and Porch Dresses, Bunga- 
low Aprons at Reduced Prices. 


Half Off on Ladies' Coats and Suits 


Geo. B. French Co. 


Latest picture of President Calvin Coolidge and Mrs. Coolidge, taken on the front 


porch of his father's farmhouse a few hours before the death of Warren G. Harding ele- 
vated him from the vice presidency to the White House. 


SONS AND OTHERS 


ARE ACQUITTED 


• (By Associated Press) 


•Washington. Aug. 4.—Charles W. 


Morse, New York shipbuilder, his 
three sons and four others were ac- 
| quitted here today by a jury on charges 


I jot a conspiracy to defraud "the U. S. 
•' in connection with wartime shipping 


construction and operation contracts. 
Beside Charles W. Morse, the defend- 
ants were: Erwin A. jSIorse, Benjamin 


W. Morse, Harry F. Morse, 
N. H 


Campbell, of New York; Treasurer of 
the U. S. Steamship Co.,- Robert O. 
White, of New York; President of the 
U. S. Transport Co., Rupert M. Murch, 
of Augusta, Me., assistant treasurer of 
the Virginia Ship • Building Corpora- 
tion, and Phillip Reinkart,- formerly 
Emergency Fleet Corporation, at the 
Virginia Ship Building plant at Alex- 
andria. 
' 


(By Associated Press) ' 


Cumberland County Court House, 


Va.. Aug. 4.—The trial of'Larkin C. 
Garrett, charged with the murder of 
the PvSv. E. .S'. Pierce, last June, came 
to an abrupt end late yesterday when 
the Court held one of the jurors dis- 
qualified and ordered a nils-trial. The 
prosecution had contended that three 


j of the jurors were disqualified by rea- 
| son of statements they had made prior 
to the trial, but the Court ruled against 
only one. After ordering the mis-trial, 
the Court arranged for the trial of R. 
C. Qarrett, jointly Indicted with his 
brother in the Pierce killing, on August 
20th, and continued the case o£ Larkin 
Garrett until the September term. 


ILL RECEIVE 


AYEAR 


(By Associated Press) 


Washington, Aug. t.—It precedents 


are followed, Mrs. Warren G. Harding 


will receive an annuity 
pension of 


of $5,000 a year from the Government. 
Mrs. Grover-Cleveland and Mrs. Theo- 
dore'Roosevelt were given the,annuity 
by vote of the House and Senate and 
members of Congress said today there 
was little doubt tof similar action' in 
the case of Mrs. Harding. 


a 
Irsg 


mil ARRANGE FUNERAL 


PLANS OF FORMER 


CHIEF 


(Ry Associated Presf.) 


Washington, 
Au£. 
4. — I'rv.-;J*-:it 


Coolidgc took up lii.s duties as (Jlik'C 
Executive at a series of conference* 
devoted almost entirely to the di=c-us- 
sion of plans for the funeral of Presi- 
dent Harding. 
The iie-.v head of tin; 


nation was up at S o'clock this morn- 
ing, read over u mass of cables'.'ams 
conveying the c;ood wishes of the ruiors 
of foreign lands 
and .then received 


Postmaster General New to. discuss 
final details of the funeral plans. 
As 


soon as the funeral ceremonies ar« 
endad. the resignations of all members 
ol-the Hardips cabinet will be handed 
in as a matter of 'forni. 
It is ex- 


pce'cd that on? of them will be ac- 
cepted. Mr. Coolidse let it be known 
that the present personnel 
of 
the 


Harding administration would continue 
..in office indefinitely. 
That he could 


see 1:0 reason for any present change 
or for the interruption of any negotia- 
tions now being carried on with for- 
eign governments by Mr- Hard ing's 
appointees. 


The first official 
act 
of President 


Coolidse as the next executive of the 
nation, was his signature today of ;i 
proclamation announcing the death o£ 
President Harding and calling upon 
the country to observe next Friday as 
a day of mourning and prayer. 
On. 


that day Mr. Ilarding's body is to be 
buried at Marion. The proclamation 
was signed at. U.1S a. m. It was 
brought to the president's hotel suite 
by J. Butler Wright, third assistant 
secretary of, state, and then was re- 
turned to the Stale Department for 
the signature ot Secretary Hughes. 


Washington, Au?. 4.—As the Hard- 


ing funeral train moved eastward to- 
day. President Coolidge devoted his at- 
tention to plans for fitting services here 
and prepared to carry on with the poli- 
cies of the late Chief Executive. Ac- 
companied by hi8 wife 
and 
several 


close friends, Mr. Coolidse arrived m 
Washington last night from Plymouth, 
Vt., where shortly before dawn yester- 
day he took the presidential oath o£ 
office In his father's modest home. 


The arrangements, subject to any 


change deslred'by Mrs. Harding, called 
for the removal of Mr. Harding's body 


1 on its arrival here Tuesday afternoon 
' to the White House, where it will re- 
main until Wednesday morning in th« 
majestic East Room, where 
private 


service may be held just before th« 
body is taken 'to the Capitol rotund.1 
for services at 10 o'clock. Alter th« 
services 'in the rotunda, the body ot 
the dead President will. He in stato 
and the public will be permitted to 
file past until 6 p. m. Wednesday. At 
that'hour the body will be removed 
to the train which leaves here at 7 p. 
m and will carry the body to Marion, 
Ohio, for burial, probably Friday. 


The bells of local 
churches were 


tolled last evening as a tribute of re- 
spect to our late' President, Warren 
G, Harding. 


. You hear it every day—I read it in 
lie Herald, 
. . . 


Boston. Aug. 4.—Carrying 1785 pas- 


sengers, the Cunard 
liner 
Samaria, 


from 
Liverpool 
and 
Queenstown, 


Washington. Aug. 4.-Ono 
of 
tlw 


first official acts of President Coolidge 
may be to issue a proclamation for- 
mally announcing the death of Presi- 
dent Harding and designating the day 
of his funeral as one of mourning and 
prayer throughout the United States. 
When President McKinley died, from a 
bullet, Theodore Roosevelt began his 
epochal career as President by issuing 
such a proclamation. 


the immigrants were from England, 
Ireland and Scotland. Harris E. Wash- 
ington, U. S. Consul General at Liver- 
pool, was a passenger returning to 


docked here today. Practically all of Washington for a visit. 
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Washington, . August 
2—Detailed, 


plans of the army air service" for 
bombing |tests against the old battle- 
ship Virginia and. New Jersey off 
Cape Hatterus at a date to'be-fixed 
later were brought before the war de- 
partment yesterday for final approval' 
with indications that they would be 
accepted. 
1 Under the plans the ships destined 
to be scrapped under the -naval limi- 
tations treaty: would-be anchored 22 
miles off shore to the east, of Cape 
Hatteras and sunk by bombs, dropped 
by airplanes in what is prescribed by 
j{lr service officials as an . operation 
designed cnly to test the accuracy of 
bcmbs at varying altitudes. 


A new feature to be tested will be 


the laying of a. smoke screen* about 
the target battleships by airplane.The 
theory of the maneuvre will assume 
that the attacking air forces have es- 
tablished control of the air and that 
the airplanes need protect themselves 
only from the fire of anti-aircraft guns 
on the ships. The smoke screen will 
be laid to accomplish this protection, 
air service officials asserting it was 
demonstration in recent naval maneu- 
vers at Panama that .a smoke screen 
serves to help locate sm-face craft 
but'does not conceal the target ships 
from air observers, while the smoke 
does make the spotting of 
aircraft 


from the ships difficult. 


The bombardment group, now locat- 


ed at Lang-ley Field, Va., will be em- 
ployed, 
two 
squadrons of Martin 


bombers, composed of six ships each 
being used in the flight from an ad- 
vance airdrome on Cape Hatteras, near 
the weather bureau station to 
the 


point where the target ships will be 
anchored. That distance off shore is 
necessary in order to sink the naval 
craft in fifty fathoms' of water, in- 
suraing that they will not be a menace 
to navigation. 


Most of the bombs used will be of 


the 1100-pound type, although special 
equipment will be installed in some of 
the bombers to permit them to make 
accuracy tests with 2000-pound mis- 
siles from an elevation of from 15,000 
to 20,000 feet. 


The operations will be under direct 


charge of Brigadier General William 
Mitchell of the army air service. Af- 
ter the tests the army ships will fly 
to Banger, Me., and thence back 
to 


Lnngley Field. Preliminary practice is 
already in progress at Lanagley, but 
the actual date of the operations de- 
pends upon formal ratification of the 
naval treaty, making the two battle- 
ships available for destruction and to 
some extent upon weather conditions. 
The time selected probably, will be late 
in September or early in October. 


acute indigestion and was buried at 
;ea. 


Several days later Mrs. Ethelbert, 


the captain's wife, gave 'birth to trip- 
lets during a severe storm. The storm 
made it impossible; to signal a nearby 
ship for a surgeon;". - ' 


Captain and Mrj;- Ethelbert with the 


three babies and an elder- daughter,, 
are stopping at a local hotel .until the 
Helena takes on '.her cargo or cotton 
when they will sail for Liverpool. 


FRANCE PAYS TEN r „,- 


::S1LL10NS ON .STOCKS 


OFFENSESUSTERON 
iTD EXPECTANT MGOLFTOWASENTAND 


wi/n<n<TOn ^^ mMiiTTO^ •" !•*!• l«u • •••• • 
mrnvBrrc EAiVTHICHIftN' 


The French government has. paidj. 


the United States $10,000,000 Interest, 
on the reconstruction debt of France; 
incurred by the 
_ purchase of^ surplus 


war supplies. 
The Treasury Depart- 


ment said the payments, of interest is 
being met regular by France on this 
obligation, which is separate from the 
debt of France on account of w_ar loans 
made by this country. 


At the, end of the war the "War De- 


partment sold France $400,000,000 ofj 
left-over war stocks then on French 
territory. 
France gave her notes for 


the payment of that sum. The obli- 
gations are now being held 
United States Treasury. 


by the 


••IN OKLAHOMA 


Oklahoma City, 
Oklahoma—Tem- 


peratures over Oklahoma ranged above 
105 degrees yesterday and a blighting 
wind blew. The corn crop has been 


LICENSES OF DRIVERS 


i" 
1? 
Courts 


of'Sentences 


Salem, Aug. 2.—.NewHampshire and 


court .officials .believe -th-e'y have estab-r 
lished a precedent-for.other states to 
follow,'in ^dealing with :aut6 and ..road 
law violators,'in a measure which re- 
quires" trial.Justices and.^clerks bf po- 
lice courts^t.c- indorse";the -liceriseB of 
operators an:d chauffeurs every-.'iime 
they are convicted in court. 


-TbJs endorsement 
consists in re- 


cording on/the license the facts of the 
case heard, .the name'of the conrt or 
towri where "the • judge presides, the 
date of trial, the offense'charged, 
the 


p'enalty imposed and the name of the 
court official -and indorsement affixed 
with the court seal. 
* 


. In Massachusetts the law requires 
courts to forward all information re- 
garding traffic and auto offenses, on 
blanks furnished by the Registry of 
Motor Vehicles, but any offender, until 
his license is suspended or revoked, 
may conceal the fact that he has been 
convicted of violating any automobile 
law in another court. 


The -Pine Tree State's indorsement 


law, covering even the smallest offense 
against automobile or road regulaaions, 
is designed to pin the 
evidence of 


previous convictions on the driver. It 
has; now (?een in effect more than 
a 


year, but has not 
been generally 


know. It was recently brought to the 
attention 
of. police 
in 
Haverhill 


ALetterfrom Mrs. Ward Tells How 


Lydia E. Pinkhaia?s Vegetable 


Compound Helped Her 


Springfield, iOhio.—'' Lydia E. Pink- 
ham's Vegetable Compound • preyed, a 


splendid medicine 


badly' damaged and in some places,, f Mass., through the arrest of a Haver- 


TRIPLETS BORN ON 


SHIP DURING STORM 


Gulfport Miss., Aug. 3—According to 


the story told today by Captain John 
Ethelbert of 
the 
steamer . Helena, 


•which arrived here loaded with 
ni- 


trates from New Caatle, New South 
;Walee, storm and birth -visited the 
vessel in rapid succession on 
J>er 


Journey. 


Tragedy came first -when hte ship's 


physician Dr. A. N. Fowler, died of 


destroyed, according to John A. White- 
hurst, president of the state board of 
agriculture. Upland cotton Is begin- 
ning to need rain he said, although 
cotton generally is profiting as the boll 
wevel is being1 reported 
beked 
to 


death. 


Tulsa and Okeen yesterday reported 


official thermometer readings of 111 
degrees which helped to raise the state 
average to 105 degrees. Some relief is 
forecast for today, thunderstorms be- 
ing promised in the eastern portion 
with cooler weather 
half of the state. 


in the western 


SOUTH CHURCH PREACHER 


At) the South Church (Unitarian 


Sunday morning the preacher will be 
£he Rev. William H. Parker, minister 
of the Memorial Church in Fairhaven, 
Mass., the beautiful church built by 
the late Henry H. Rogeis of New York 
in memory of his mother, Mr. Parker 
was born in' Wisconsin, received his 
Ph. B. from the University of Wiscon- 


hill motorist, who was fined in both 
New ^Hampshire and 
Massachusetts 


courts within 24 hours. 


The Haverhill police Saturday, ar- 


rested a man-on a charge of operating 
an nuto while under the influence of 
intoxicating liquor. The police at the 
hearing Tuesday asked him to produce 
his license to operate a motor vehicle. 


The presentation of this license re- 


ve«led that last Monday afternoon he 
was convicted and fined $50 and costs 
of $10 on a charge of reckless driving 
while intoxicated by Trial Justice Wal- 
lace Hall here, six miles from Haver- 
hill. The arrest for the Salem offense 
was made Sunday evening, just 24 
hours after the Haverhill man had 
been arrested in his home city. 


Trial Justice Hall, when interviewed, 


was surprised when he was informed 
of the facts in the Haverhill man's 
case. 


"This law requiring, indorsement of 


licenses with convictions for violation 
of the auto and road laws," said Mr. 
Hall, "may not be generally known, 


for* me before 'my 
fonrth 
child 
was 


born.-.With the '.first 
three! hadbeerisick 
and weak-,- and Had 
sick headathes twice 
i; week.'. 1 couldn't 
keep' enough 
food 


down to do me any 
good, and my work 
^was left undone 
many a time. My 
, sister-in-law told me 


to take the Vegetable "Compound when 
I began to have the same old dreadful 
sickness and headaches and was so worn 
out. Since then I have only had two 
headaches, >had a. good appetite, and 
scarcely lost a meal."" I have a fine," 
htalihy baby-girl wb3 has never had a 
sick day. The nicfest part is that I-am 
healthy, too." It did'me a lot of good, 
and if I shonid ever have another Daby 
I-will take your medicine at once."— 
Mrs. BESSIE WARD, 1027 Pafk Avenue, 
Springfield,:.0hio. 
Lydia E. Pinkham's Vegetable Com- 


pound is an excellent medicine for ex- 
pectant mothers, and should be taken 
during the entire period. It has a gen- 
.eral effect to strengthen and tone up 
the entire system, so that it may work 
in every respect effectually as nature 
intends. 


IATCHESFORTHIS MONTH 


.' Augi -' 6—Page "cup. 
; tournament at 


York Country Club.-Qualifying round 
,on .'Monday; 
• - - • : ' : 
. 
f . 
' 


Aug; "s-^Fi-nate. in the- Country 'Club 


championship. 
,' ;! 
: '; - 


' ;Aug: 1.5—Hageri and Kirkwood 
at 


•Wentworth' and Abenaqui. • . „ _ ; ' ' 


Aug. 
20^—Q.ualifyliigr' round : iri •/; the 


Wentworth" Hotel tournament. 


-Aug.;;'' 21-22-riTercentenary 
Medal 


fey handicap .afPortsmWth Country. 


ciub. . ; i 
' : • ' ' ' i,- •"'. 
,-, - 


,' Aug. 2:1,—Qualifying; roiuid -for mens 


'*• - - - . _ ''T' 
'._Tii.L- Tr~— ir~ '/"V/inT-i'tT-iV- yinVT ' ' 


The National 


>; STATEMENT OF CONDITION JUNE 30, 1823 


; t ' 
' , 
' 
Resources. 


:(diaropibnsBip' ^pr^ ;Coun>try Club'; 


Aug. 22 — (Jualifying round for the 


women's champion&iiK.-'X.prk Country 


' 
. • . • - 
. - , . . 
- 
Aug. 23/20, 30, 31— New,- Hampshire 


woir.en's championship a't Nashua. , 


. 20, 30, ' 31,' ' Sept. 'I—Annual 


Abenaqui tournament 
at Ryo Beach- 


. Qualifying round JWednesday, .-.- 
* 


Kittery,. Aug. 4.—Miss Julia. Duncan 


••Who was called to Wolfeboro, -N. H., 
by the serious Illness of her sistijr.has 
returned home. 
• 
, -; 


It will be pleasing news to many 


that the Sons of Veterans are to have 
a barn dance the first 
Wednesday 


evening In September. 


The Eastern'Star picnic which was 


i- 


changed, thus causing the mixup. 
. "The mixup in tbe law was called 
to the attention of the legislators be- 
fore adjournment but, in the adjourn- 
ment rush, it "was overlooked. 


sin in 1302 and his S. T. B. from Har- . 
vard University in 1005. He wag or- but it has been in 
effect 
in New 


dained to the Unitarian 
ministry in ; Hampshire for more than a year. 


1005, was settled over the Christian1 
"It makes no difference 
in 
what 


Union Church in Reading, Mass., from \ state the operator or chauffeur 
se- 


3906-1009, over the First Parish 
in cures his licenses, if he is found guilty_ 


Dedham, Maes., from 1900-1921., In ; in the courts of this state his license is 
that year he was called to the Fair- 
haven Memorial Church. He is an able 
preacher. 


Mr. Parker will come to Portsmouth 


from "Winthrop, Me., where he is sum- 
mering, and during his stay here will 
be Ae guest of Mrs. F. E. Potter 
Islington street. 


indorsed. 


"The Legislature this year took up 


the various phases of the auto laws, 
and while I do not know what their 


OF CHIROPRACT1CS 


Augusta, Aug. 3.—Gov. Baxter to- 


day appointed five members 
of the 


'State Board of Examination and Reg- 
istration in Chiropractic, in accord-" 
ance with the act passed at the last 
session of the 
Legislature, 
creating 


this board. 


The nominations made today are as 


follows: Edm-und M. Bridges of Lew- 
iston, for one year; Clinton A. Clau- 
json of Watervillc, for two years; A.E. 
McLean of Bangor for three years; R. 
M. Thomas of Lewiston, for 
four 


years; and Isabelle B. Hieserick of 
Biddeford, for five years. 


The nominations will be in line for 


confirmation at, the 
next session of 


the Governor and Council, which will 
be held Aug. 14. 


postponed 
be held next Tuesday 


afternoon and 
evening 'f 
.pleasant 


weather permits,, .at Wymaji's Grove. 
A splendid floor has been-"made- and 
dancing will be enjoyed. 


Mrs. 
Charles 
L. 
rick, Jesse 


MINE RECEIPTS FOR 


JUIY $1,293,477.12 


' Augusta, Aug. 3.—The 
total re- 


ceipts of the State of Maine for the 
month of July 
were 
$1,293,477.12 


while the expenditures amounted to 


Intentions were when the movement 51,473,629.16, according to the regular 
was-made to amend the laws; it is ap- montflily statement on Maine finances 
parent that there was a mixup, with ' which was filed witji -Governor-Baxter 
'the result xthat now, under our laws. 


At the service Sunday Mrs. George! a man can be sent to jail for driving 


E. Chaff ee, soprano in the choir, -will I while under the influence of liquor, bnt 
sing two solos—"Jeeus Only," Botch; 
"Abi.ie With Me," Shelley. 


Rev. William SaMord Jones will go 


Saturday to"-Newport, R. I, tto be the 
guest of his old parishioners till Thurs- 
day. -He will preach Sunday to his old 


if he'is charged with reckless driving, 
•while under the influence of liquor, lie 
can get off With a fine. 


"It is my belief that the state legis- 


lators intended to make the penalty 
the same for both sections of the law 
uay. .nt; win prttuujj ouuu<iy tu "j» uiu t ui« a<uuc i-ui MWI.I* D^v*nv*»a uj. ".*- *«.. 
congregation in the 
Channing Me- but through some oversight the section 


morial Church. 
' governing reckless driving was not 


today by Hon. Elbert D. Hayford of 
Fanningdale, the state auditor. 


The receipts included the «um 


Philbrick and son Moulton motored to 
Maiden, Mass., today to pass the week 
end. 


'Services on Sunday at the Second 


Christian church,.Rev. J. E. Evering- 
ham pastor, will be as fol!ows:Morn- 
ing worship a't 10.30. Sermon by Mrs. 
Mary Graham. 
Cihurch school at 12. 


Christian Endeavor and the evening 
service will be held in union at the 
Second Methodist church. Rev. Ever- 
ingham is having his annual vacation. 


Mr. and Mrs. Amos 
Des Jardine 


and little daughter motored to .Frank- 
lin, N. H., Friday afternoon* to pass 
the week end. 


Mr. and Mrs. Lee Minard of Rogers 


Road will visit their son Albert who 
is at the Mass. General-Hospital at 
Boston, tomorrow. Their many friends 
hope that tihey may bring back fav- 
orable news ot his condition. 


We note that the trolley track is 


being covered over 
in many places 


with loads of dirt |nd leveled off. 


Harry Jordan 
who has been the 


guest of his sister, Mrs. Charles Phil- 
brick has returned to his home 
in 


Maiden, Mass. 


Services on Sunday at the Second 


Methodist church. Rev. E. W. Robin- 
son pastor, will be as follows: Church 
School at^lO. Morning worship at 11. 
'Sermon theme: 
"Public 
Service." 


Children's sermon "How the Robin 
Got His Red Breast" (part 1.) ,Ep- 
worth League at 6. Evening worship 
at 7. 
Sermon 
theme: 
"Vacation 


Echoes." The Christian church unites 
with this church at the evening ser- 


Lpans. and Discounts ..;.... 
--U..~S." Bonds .for circulation... 
liberty'loan^onds, etc.-'. 
Bonds and Securities ...;.,._... 
Bank Building;.;.••;•. 
:..".. 


'Deposit with U. S.Treasurer 


$661,948.34 


.100,000.00 
[130,369.70 


51,999.05 
.33,000.00 


5,000.00 


Cash' ......_,.'::.'.,.,...'... -..... '.A-, " . '1^4,273.39 


• : ' " " 
: , ' - . 
r ' • - - " " 
•. ^ 
, $1.,146,590.4S 


Liabilities. 
^ 
^ 
,/' 


: Capital Stock 
'•.-..-.,..- 5lOO,ooo.oo 


: Surplus and Profits ... 
...:...... 
59,169.28 


National Bank Notes .....-. 
.-..: 
97,900.00 


; Deposits ...>.,.. c,....-.,............. 
839,521.20 


; Bills Payable ......;...-......,..-....;....... -.: 
50,000.00 


I 
- 
• 
. 
. 
• 
' 
• 
. ^~- . . • S 1,'l4(5,590.48 


| 
. . ".. G. RALPH LAIGHTON, President. 


i C. F. SHILLABER. Cashier. 
J. M. WASHBURN, Ass't Cashier. 


$190,746.59 as the tax on railroad com 
pauiee and tie sum of $61,536.48 in 
automobile registration fees. 


The bank balance ol the state on 


the first of this month was $1/836,544.- 
06 while the amount of cash in 
the 


office of the State Treasurer on that 
flate was J6S.744.17. 


vices. 


Graham Fulton of New' York Is the 


of]guest"of Dr. and Mrs. B. H. Dorsey, 


Philbrick Road. 


Mrs. Ingham. of Haverhill, Mass., 


who has been visiting her daughter, 
Mrs. Harry Hodgdon of Friend street 
has returned home. 


Strand Theatre, Friday and Satur- 


day, John Barrymore . in 
Sherlock 


Holmes. Sir Conant Doyle's detective 
story. Go Get 'Em Hutch serial. 2t a3 


Advertising Shortens the Road 


to Success 


Do you doubt that a new hatter could 
spring up in New York and, with honest 
hats and brilliant advertising, in five 


years take its place abreast of the lead- 


ers of fifty years? It has been done. 


i Do you doubt that a new thought 
could arise in pencils, and, hi two years, 
backed by good advertising, make a 


.place for the pencil on the desks of the 
nation? That, too, has been done. 


'Do you doubt that a New York de- 


partment store, in a bad year, could, 


largely through the improvement in its 
advertising, attract 110,000 new cus- 


tomers to its shop? That was done, last 


year. 


A fine old business may consider 


advertising as a protection for today 
and insurance for tomorrow but to the 
young growing business it is a pair of" 
seven league boots, which bring fame, 


"friends and volume, years before their 


normal advent. 


. [J Published by th« Portsmouth Harold in oo-op*rationl| 
' [(.with Jh» American At»oci«ti»n of Advertising Agencies jj 


SEEK TO PREVENT JAVA'S 


SUGAR BREAKING PRICES 


New York, Aug. 2—Efforts are be- 


ing made'by sugar merchants in Java 
to form a sugar syndicate to buy 
sugar from distressed-holders with the 
idea of stabilizing prices, according to 
advices received In the financial dis- 
trict today. Chinese merchants who 
have taken the lead in the matter have 
offered initial capital of $1,200,000 and 
are. negotiating with bankers to ad- 
vance SO per cent of the value of 
sugar purchased. 


ON THE DEATH 
OF PRESIDENT 


HARDING 


Our Chief is dead, his great warm 


heart 


By death's cruel messenger is stilled, 
The Nation bows in .sorrowing grief 
To God's unswerving will,- 
The blow_-that came with sudden force 
Like lightening from the air, 
Halts this great Nation in her course 
To weep at Harding^a bier. 


—R. J. GILKER. 


NOTICE 


The Piscataqua Savings 
Bank of 


Portsmouth, N. H., Issued to Harold 
E. Noyes on December 12, 1916, a de- 
posit, book numbered 
22438, 
which 


aaid Harold E. Noyes claims to have 
lost 
/ 
• 
. . 


Said Harold- E. Noyes requests the 


issue of a duplicate book by said Pis- 
cataqua Savings Bank .and herewith 
publishes notice of the loss of said 
deposit book as provided by Chapter 
45, Laws of. 
1905 and 
Chapter 25, 


Laws of .1915 of the, State of 
New 


Hampshire. 


3t j28 a4-ll 
;,,ri 


The axe should be applied-to some 


of the crooked 
poles on 
Penhallow 


and other streets of the city. 


THE IDEAL CAMP STOVE 


If you are planning an automobile trip for your vaca- 


tion, be sure and take a KAMPCOOK camp stove with 
you. The No. 4 has two burners and, folded, fits in a 
case 101/2 in. wide, 19/4 ™- l°ng and 4% in. deep. It 
burns gasoline and sells for 


$11.73 


Other sizes from $7.50 to $15.00 


126-128 Market Street 
Tel. 310. 


LOTS 


WHALES, HALIBUT, SWORDFISH, GUNNERS 


AND POLLOCK AROUND. 


We Have the Equipment. 


The Bait Is Easy toVmd. 


You Have the Ambition. 


Let's Get Together for Your Amusement. 


I 


MUCHEMORE & RIDER CO. 


Phone 1454. 
123 Market Street. 


Did you know that we carry a fuD line of Sherwin- 


WilliaW Paint? 


Let u* convince you that our paint is the cheapest 


to use. 
, 


S. A. SGHURMAN & SON 


-'•\ 


Tel. 132. 
137 Market Street. 


WILLIAM A. WALKER—CHIROPODIST, 
Room 8, Glebe Building, 16 Pleasant St. 


'- 
ARCH TROUBLE A SPEcfALTY, 


.1&80 to &2Q P.H. Morning* «nd Evtning* by 


TEL. 


".^:R^^.»^^S55^!^?5?^^?!;!H8!^H5B9B^^^B 


(Brown 


THE PORTSMOUTH HERALD, SATURDAY, 


FRECKLES AND HIS FRIENI/S 
BYBLOSSER 
t 


Brothers Fined 


For Operating Liae With- 


out Permit From 


Maine 


Tork Beach, Aug. 2—The opening 
;un In what promises 
to be a long 


-.Irawn out fight was 
flred 
tonight 


^hen In a special court session, 
" Will Hildreth found Ward T. Brown 


and Royal -Brown guilty of operating 


: a bus line 
without a certificate of 


permit from the Maine Public Utility 


i- Commission and fined them $10 and 
; court costs, which sentence was ap- 


, pealed through Attorney 
Arthur E, 


Sewall of Portsmouth, council for the 
Brown brothers. 


The decision points to a bitter Bus 


:lne war between 
the York Beach, 


York Harbor and York Corners Bus 
Line, and the newly established line 
operated by the Brown brothers. 


The warrant for the arrest of the 


Browns was sworn out 
by Howard 


lessup, one of the directors of the Y. 


Y. H. and Y. C. line. The Browns 
that tomorrow 
they will swear 


out a similar warrant against the Y. 
B. Y. H. and Y. C. line, claiming that 
they 'have no certificate of permit. 


Attorney Sewall claimed 
that his 


SOMETHING NEW! 


Your Old Lawnmower 


Taken as Part Payment 


„ 
For a New One. 


Get a Townsend Ball Bearing Lawn- 


mower at 


DIXON'S, 149 Cass Street. 


clients had put in an application for 
a, permit, and were operating while 
awaiting action on their petition. 


This Is the first case to arise under 


the new law relating to the operation 
of a bus line in Maine. Roger A. Put- 
nam, candidate for county solicitor of 
York county, Is representing the Y. 
H. Y.' B.; and Y. C. line. 


PICKS UP WOODEN 


LEG, FALSE TEETH 


AND JEWELRY 


Kennebunk, August 2—Henry Clark 


of York Street picked up a flattened 
coin on his land the early part of 
this week which bore the date of 17D1. 
Mr. Clark is frequently making odd 
finds in this territory, for the lot was 
once a dumping place for tha town. 
He claims to have found a set of false 
teeth, a wooden leg and two valuable 
bits of jewelry at various times. 


Saturday, Aug. 4 


THE SHEPARD STORES 


Station WNAC, Boston, Mass. 


9.00-11.00 
p. 
m.—Dance Music, 


broadcast direct from 
Copley Plaza 


Hotel. W. Edward 
Boyle, Director. 


Copley Plaza Orchestra. 


Station-WEAF—American Telephone 


and Telegraph Co. New York City 
7.30 p. m.—Popular songs by Robert 


L. Nixon, Tenor, accompanied by Bert 
Lowe. 
. 9 


7.45 p. m.—Piauo selections by Bert 


Lowe. 


7.55 p. m.—Original stories told by 


"Uncle Charley" DeLackner. 


8.15 p. 
m.—Recital 
by Waldo M. 


Emery, tenor soloist. 


8.30 p. m.—Piano selections by Bert 


Lowe. 


8.45 p. m.—Recital 
by 
Waldo M. 


Emery. 


9.00-10.00 p. m.—Program by Gim- 


; bel Brothers New YorK store, 


i 
10.00-11.00 p; m.—Dance 
program 


by the American Tobacco Company's 
"Lucky Strike" Orchestra. 


Sunday, Aug. 5 


THE SHEPARD STORES 


' 
Station WNAC, Boston, IVfass. 


11.00-12.30—Entire service 
Cathe- 


dral Church of St. Paul. 
" 6.45 p. m.—Tremont Temple Baptist 
church. 


AUTO REGISTRATION 


INCREASES IN MAINE 


This Year Have 


Reached $1,403,194 


The sum of $1.403,104.37 has 
been 


collected by the state of Maine in au-, 
tomobile registration fees up to and 
including July 13 ot this, year, as com- ; 
pared with the sum of $1,230J524.C1 lor 
the corresponding period last year, ac- ' 
cording to an announcement -made at 
the Department of State. 
I 


The registrations this year are as 


| follows: 
Automobile operators, 109,- 


355; motor cycle operators, 726; pleas- 
ure cars, 
79,998; 
chauffeurs, 
4,003;( 


trucks, 13,725; tractors, 200; motor 
cycles, 1,059; trailers. 200; side cars, 
401; 
automobile dealers, 890; service 


stations, 16; motor cycle dealers, 12; 
zone tags, 160. 


The record for 1922 up to and in- 


cluding July 13 was as follows: 
Au- 


tomobile operators 93,446; motor cycla 
operators, 770; pleasure cars 63,000; 
trucks, 11,401; tractors, 320; motor 
cycles, 1.040; trailers. 355; side cars, 
410; 
automobile dealers, 822; service 


stations. 24; motor cycla dealers, 32; 
zone tags, 34. 


You can do it any day with a Herald 


ad. 


M U S I C 


Pianoforte Instruction With 


G. BERTRAND WHITMAN 


THREE COURSES 


"The University Course"—For Serious Students 


"The 
Professional Course"—For Advanced Players 


"The 
Popular Music Course"—For the Home Players 


Portsmouth School of Music 


Teachers for All Instruments—Voice and Dancing 


Franklin Block. 
Phone 247-J 


Get results—try a. Herald ad. 


MUSIC FURNISHED BY 
Ye Cozy Corner 


Tea Garden 
EVERY NTTE! 


Ye Place of Good Eats 


FORMERLY DUDLEY & WHITE 


Ocean Front, Hampton Beach, N. H. 


SHORE DINNERS, STEAKS, CHOPS, LOBSTERS 


AND CLAMS 


We Specialize in Shore Dinners. 
Cooked and Served As You Like It. 


OPEN FROM MARCH UNTIL NOVEMBER AT SEABROOK BEACH 


• 
CD a 
razor 
— 
~ - 


MRS. THOMAS HOBBS, Proprietor 
In the New Delta Building, Oppo- 


site Ashworth Hotel 


HAMPTON BEACH, N. H. 


Open the Year Around 


For reservations out of season, wa 


can prepare for you on 


short notice. 


FINEST HALL IN THE 


STATE. 
Let's Go! 


• ill & it 


Groceries, Confectionery, Fruit, Tonic, Cigars, Tobacco 


Live Lobsters and Claras Always on Hand 


Boats and Lines to Let for Fishing. 


SERVICE STATION 


ROLLER SKATING 


EMPIRE RINK 


A Street 


Sessions Afternoon and Evening. 


REAL ESTATE 


RENTALS 


SALES 
LOANS 


Three Doors From Fa'.rv.e.v Hotel. 


GOOD FCOD 


PROPERLY COOKED 


Quick Service' 
OCEAN AVENUE. 


While at Salisbury Bsach Visit our 
"MECCA" Of Many Good Things.. 


F. S. Pillsbury 


Bryco O. Baker 


PILLSBURY & 3AKER 


Real I: ..ate 


Oiiiw^ South of Casino. 


Hampton Beach, N. 


Tel. 123-4 


S S 


Orchestra 


1 Of Reading, Pa., In 


BALL ROOM 


The Casino Dining Room is noted for its Fish and 


Chicken Dinners, Broiled Live Lobsters and Plank 
Steaks. Everything on the European Plan. 


Enjoy the Best in Photo Plays at the Beach in The 


j Casino Theatre (south end of Casino Building), 


CLEANEST BEACH ON NOR YH SHORE 


7-f 
SEA VIEW AND 


COTTAGE 


A Real Place for a Regu- 


lar Shore Dinner— 


CHICKEN, 


STEAK 


or 


LOBSTER 


WHILE AT 
THE BEACH 
YOU WANT 
TO SEE 


GOOD 
CLEAN 


PICTURES 


VISIT THE 


OLYMPIA 
THEATRE 


Next Door to Postoffica. 


OCEAN AVE. 


An Investment in Good Appearance 


KUPPENHEIMER 


GOOD CLOTHES 


Men's Shop—Ladies' Toggery 


Hampton Beach 


(Just Above the Postoffice) 


COMPLETE OUTFITTERS 


From Head to Foot 


Bathing Suits, Sport Clothes, Man. 
hattan and Hathaway Shirts, Hot 
Weather Ties, Hosiery, Underwear. 


Up-to-Date Shoes 
TROTTIER'S 


22 High, 5 Congress, Portsmouth 


"The Cleanest Beach on the 


Atlantic Coast" 


Vacation 


The Hampton and Hampton 


Beach Board of Trade 


Announce 


Fireworks Every 
Friday Evening 


8.30 P. M. Standard Time 


Address All Communications to 


tho Secretary, Concerning Cottages, 
Rates, Reservations, Real Estate, or 
Any Other Information Desired. 


Ocean Ave., Hampton Beach 


Yon'cl Be Surprised at The Delicious Eeats We Serve. 


SHORE DINNERS, CHICKEN DINNERS, 


JUICY STEAKS AND LOBSTERS) 


Service of the Best. 


Taybury Arms 


North Beach, Hampton, N. H. 


Every room has ocean and coun- 


try view. American plan, hot and 
cold water throughout. Some rooms 
with bath. 
Wonderful 
bathing 


beach, easily, accessible to gol£ 
courses. On. state highway, Ports- 
mouth to Hampton Beach'. File- 
proof garage. 


H. S. TAYLOR,- Prop. 


SPECIAL RATES 


DURING JULY 


OCEAN AVENUE 
HAMPTON BEACH 


Tel. 169-4 


The Only Place for the 
BROILED LIVE 


Chicken and Fish Dinners 


A Specialty. 


Large and Small Parties Accom- 
modated. 
Equipped for 
dancing 


and banquets. 


ROOMS WITH BATH 
Rates Upon Application. 
GEORGE ASHWORTH, Prop. 


They're all having their 
Shampooing, Marcel Wav- 
ing, Bob Curling, Clay 
Packs and Manicuring 
Done at 


The Little 


Beauty Shoppe 


Next Door to the Postoffice 


HAMPTON BEACH 


Open from 10 a. m. to 8 p, m. 


FINEST BEACH ON THE ATLANTIC COAST—BATHING SUPREME! 


Phenyo-Caffein Quiets the Nerves 


If. . Wonderful Remedy for HEADACHES, NEURALIG1A, GRIPPE, Selling at 


Garland's Drug Store 


25 PilU, 25c; 125 Pills, $1.00. or Sent on Receipt of Price by Phenyo-Caffefe Co., 


Worcester, Mass. 


Enjoy the Best in Photo Plays 


AT THE BEACH IN THE 


Casino Theatre 


(SOUTH END OF CASINO BUILDING) 


Our 11th Season. 
Known New England Over. 


Makers' Lunch 


Hampton Beach, N. H. 
'• -• • 
Ocean Ave., Cor. C St. 


THE HOME OF REAL COFFEE WITH REAL CREAM 


Don't go by—Come and Buy the Best Frankfurts on the Beach. 


OUR MOTTO—Quick Service, Courtesy, and Quality, -with Twenty- 


four Hour Service 


. ALU HOME COOKED FOOD. 
J.*i!iS«fcV, 


Hot Coffee and Lunches Put Up to Take Out 
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Disproving Edison. 


NEWS OF THE NAVY 
AND NAVY YARDS 


Naval Orders 


Commander W. L. Calhoun to com- 


mand the Young. 


Lieut. E. E. Gale to the Hender- 


son. 


Lieut. H D. Huher to the Mayflow- 


er. 


Lieut. W. E. Scott to naval supply 


depot, South Brooklyn. 


Lieut. A. P. M. Shock tc nearest 


receiving ship. 


Lieut. D. F., Zimmerman to naval 


ba^e, San Diego 


Lieut, Commander J. M. Black well 


died naval hospital, San Diego, July 27. 


Thomas A. Edison's theory that a college graduate can do 


nothing but the work for which he has been trained is to be 
disproved if 12 Cornell men succeed^ in their proposed experi- 
ment. During a hot discussion of the subject these 12 men, 
whose average age is 37, agreed to try new fields as a test of 
their ability. They were all in professional work, and all are 
married. They have given up their positions and are seeking 
jobs in entirely different lines of work such as farming, lum- 
bering, selling motor cars, stage acting, cattle raising, building 
construction, motion picture acting, haberdashery, undertak- 
ing, steamship and steel trades. They drew lots for their re- 
spective new jobs. 


The first of the 12 has succeeded in closing up his profes- 


sional affairs and has landed another job. He was a mining 
engineer. He is now acting a minor role in a moving picture. 
He had a pretty hard time getting the job, too, but he intends 
to stick in movies until he has made good-. That's the whole 
point of the experiment. 


The wives of the 12 men have been good sports about the 


proposition so far. Still, one cannot help wondering whether 
Mr. Edison's accusations were sufficiently important to war- 
rant such heroic efforts. 
College men have been accused of 


being fitted for nothing in particular unless they followed their 
regular college course with additional years of specialized 
study. Nevertheless college men have already made good in 
so many different fields that they may be said to have dis- 
proved Edison's generalizations long since. 


Bugs for Breakfast. 


Marine Corps Orders 


Captain R. W. Maxwell to Depot of 


supplies,, Philadelphia. 


First Lieut. T. H. Raymond to de- 


j partment of supplies, Pacific 


First Lieut. F. E. Reed to the Okla- 


homa. 


Captain J. J. Bnrkc to the second 


Brigade, Santo Domingo. 


First Lieut. F. S. Oilman to Mare 


Island. 
• 


Col G. M. Perkins to the navy yard 


New Tork and resume general court- 
martial duty. 


Major J. T. Reid to Parris Island 
First Lieut. F. R Slfinner to. San- 


Diego 


First Lieut. F E. Rice to Guam. 


Prisoner Jumps 
Overboard 


Sergeant Schnetzler from the Brook 


lyn yard left New Tork* on Thursday 
afternoon with two prisoners for the 
local prison and arrived here today 
with one, the other having Jumped or; 
the deck or the steamship Concord of 
the Colonial Line, into the East River 
shortly after starting from the dock 
for Providence. The guards hack was 
turned at the time the sailor plunged 
ir.to the stream "where a boat picked 
him up after he- had 
swam quite a 


distance. He was 
under sentence of 


18 month? for desertion and bcionss 
in Fort Worth, Texas. 


Would you have a nice little dish of scrambled worms on 


toast tomorrow morning? Or would you prefer an appetizing 
locust salad for your luncheon ? 


This is not a joke. An absolutely sober bulletin issued by 


Syracuse University proposes this kind of thing for the future. 


When one considers the matter, it is not so startling. John 


ihe Baptist frved on locusts and wild honey, we are told. And 
there are restaurants in Paris offering the locust salads and 
finding quite a demand for them. No less a person than Fabre 
roasted large, fat white worms on a skewer and found them 
good. 


The suggestion is that if people would take to eating locusts 


when huge swarms of them came their way, they would get- 
rid of the pest and save on the table allowance at the same time. 


And when one comes to think of it, neither the shrimp whose 


lovely coral color and delicious taste charm both eye and palate 
when he enters the scene in a nest of crisp lettuce and accom- 
panied by golden mayonnaise has much, to recommend him 
in the way of pulchritude during his lifetime. 
Nor is the 


crunchy and delightful soft-shelled crab really noted for his 
manly beauty. 


The Law and the Prophets. 


"It is public will, not public force, that makes for enduring 


peace," said President Harding in his Canadian speech the 
other day. 


"The 
sum of the whole matter is this, that our civilization 


cannot survive materially unless it be redeemed spiritually," 
writes Ex-President Woodrow Wilson in the August Atlantic 
Monthly. 


Bernard Shaw once suggested that a good many troubles 


might be solved by applying Christianity—"which has never 
yet been tried." 
> 


What is Christianity, anyhow ? Again and again the world- 


ly wise tried to ensnare with words the simple Teacher of that 
great system of ethics. And again and again he came back to 
his few simple truths: Love thy neighbor as thyself. Do as 
you would be done by. He is greatest who serves most. 


That is all. 


The Walking League. 


The League of Nations, says one correspondent, is a child 


that is learning to walk by itself. It is gaining momentum and 
strength almost month by month. 
Its humanitarian and 


health work is making a favorable impression on the whole 
civilized world. 
It would welcome American comradeship 


and participation, but it is no longer waiting for them. 


All this is good news. Whether the United States ever goes 


in or not, the League itseff was too valuable a bit of interna- 
tional mechanism to be lost for the lack of one wished-for 
member. 


Want to make $100,000? It's perfectly easy. All you have 


to do is to suggest a simple and practicable way to prevent war, 
and win the Edward Bok prize. 


It's all right to talk about "drafting everybody'in the next 


war," 
but what people want is to draft peace, so there won't 


be any more war. 


There would be more assurance of times remaining good 


if people would worry less about whether they were going to 
remain good. 


May Get Chaplain This Month 


It is'expected that 
a chapluin to 


succeed the late C.ipt. Stevenson will 
he sent to the local yard by the last 
of August or first of September. 


Vyill be Large Sale 


The auction sale of surplus mater- 


ial to be held on Aug. 28 will he the 
largest of any since the World War. 


Will "Be Here Soon 


The U. S. S. Gopher now at Toledo 


will shortly come to the local yard to 
be placed 
out 
ol commission 
and 


likely sold. 


Activity in Bureau of Y. and D. 
Captain H. R. Stanford, 
civil en- 


gineer corps of the Navy, will be de- 
tached from the naval operating base, 
Hampton Roads, on or about! Septem- 
ber 1 to report to the chief-of the bu- 
reau of yards rind docks for duty. Ord 
ers h\ve becji issued detaching Com- 
mander P. L. 
Reed, civil 
engineer 


corps, from the compensation hoard, 
Navy Department, and assigning him 
to duty as public works ofiScer of the 
naval operating base, Hampton Roads 
and 5th nav.al district, an 
relief of 


Captain Stanford. Commander D. C. 
"Webb, civil engineer corps, is to be 
detached from the navy yard, Norfolk 
on August 1 and will report for duty 
as public works officer of the naval 
base, San Diego, Calif., and llth na- 
Yal district, as relief of Commander 
N. M. Smltlh, civil 
engineer corps. 


Commander Smith -will then report 
for duty as ptfbllc works 
officer of 


the navy yard, Norfolk. Lieutenant C. 
A. Trexel, civil engineer corps, who 
haa been in the naval hospital in this 
'city since his return from Halt), has 
been ordered to report for duty in the 
•bureau of yards and docks. It IB the 
Intention to detail Lieutenant Trecrel 
to Excelsior Springs, Mo., .in the near 
future to take charge of the construc- 
tion of additions to the U. S. veterans.' 
hospital at that 
place. Lieutenant 


Lewis Thornbtirg, civil engineer corps 
(has been ordered detached from 
the 


bureau of yards and docks on August 
1 and will proceed to Portsmouth, N. 
H., lor duty in the navy yard. Lieut- 
enant G. D. WeUel, 
civil 
engineer 


corps, who has been 
on temporary 


duty in connection with the dismant- 
ling of East Camp, Hampton Roads, 
£lnce January of this year, has been 
detached from his permanenVduty in 
the 3d naval district and ordered, up- 
on completion of hia East Camp de- 
tail, to report at the naval operating 
base, Hampton Roads. 


Wear Mourning for 30 Days 


The Secretary of Navy has directed 


that all officers of the service -wear a 
mourning band on the arm for a per- 
iod of 30 days in respect for the late 
President, Warren G. Harding. 


Not Before Sept. 1 


It is expected that the 
U. S. S. 


Savannah will not 
leave tiie local 


yard before Sept. 1. 


Ten Days Furlough 


S. C. Meteker, pharmacist's mate-at 


the yard dispensary, is on a furlough 
of ten days at Hampton Beadh. 


Ordered to Schnectady 


Lieut. ~D. L. Crautman, Master Elec- 


trician 
Thomas F. 
Flanagan 
and 


Electrician Leading .Man James 
R. 


Blethroade have been ordered by the 
secretary ot the navy to report at the 
General Electric Works. Schnectady, 
N. Y., for the purpose of familiarizing 
themselves with the several 
motors 


under construction there for the new 
V-type submarines being built at th« 
local yard. They will leave'.tonlght and 
be on tbia special duty lor about cxw 
week. 
.. 
• 
., 


fHFWTflSPHT 
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ISlis country store—typical New England general store and post- 


office—Is doubly distinctive. In this building in Plymouth, Vt., Presi- 
dent Calvin CoolMge was born on the Fourth of July in 1872. And It 
was in this store, possessing the only telephone In PlymouTh, that the 
official news of Mr. Harding's death was received from San Francisco. 
As vice president, Mr. Goolidge daily,, tramped between his father's 
farmhouse and the store to get bulletins on the sick prsldent's condi- 
tion. Inst shows the president. 


San Francisco, Aug. 3 (By A. P.)— 


Woodrow Wilson and William Howard 
Taft, both former Presidents ot the 
United States, joined with thousands 
of Americans and other peoples of the 
world in extending their sympathies.to 
Mrs. 
Harding in the hour oi her great 


grief. 


"Allow me to express my profound 


sympathy," Mr. "Wilson said in his 
message. "I deplore with all my he.art 
the loss which the Nation has sus- 
tained." 


"Mrs. 
Taft and I send to you our 


deep personal sympathy in your great 
sorrow, which we share," 
said 
the 


Chief Justice. "Our hearts go out to 
you in this hour of your inestimable 
loss." 


Chief Justice Taft, in a telegram to- 


day to Any. Gen. Daugherty said: 


"I am shocked by the news of the 


death of our dear President. The Joss 
we sustained cannot be overstated. It 
brings deep personal sorrow to every 
one of his countrymen." 


ILL TOLL BELL 


(By Associated Press) 


Greenfield, Mass, Aug. 4,—Louis M. 


Brown, sexton of the Unitarian church 
in historic Deerfleld, three miles south 
of here, will toll the bell during the 
funeral^ of President Harding. 
When 


si. boy he pulled the rope of the bell 
that rang during President McKlnley's 
funeral. Also rang out the funeral tld- 
Inga of two other Presidents who died 
in office, Garfleld and Lincoln. 
His 


father was church sexton when Lincoln 
was burled but the ol dman let his 
son pull the rope. 


WILL TAKE PART 


CBy Associated Press) 


"Washington, 
Aug. 4.—President 


Coolidge today expressed hope that 
"Woodrow "Wilson would take part It 
the funeral of President Harding. 


(By Associated Press) 


Dusseldorf, Aug. -t.—;General De- 


Goutte in Command of the forces of 
occupation, has ordered all Boy Scout 
organizations in the Rhinelai*d dis- 
solved. He takes the ground that it 
may endanger the security of the'oc- 
cupying troops. 


ANNUAL TAG DAY 


FOR THE HOSPITAL 


Hong-Kong, China, Aug. 4.—Advices 


from Amoy announce that the Ameri- 
can gunboat AshevUIe arrived there 
yesterday for the purpose of protecting 
American residents during the fight- 
ing which is continuing between the 
forces of Sun-Tat-Sen, 
south China 


leader, and 
troops from 
the north. 


Marines and sailors' from the British 
gunboats, are said to have landed for 
the protection of the British conces- 
sion. 


New Tork, Aug. 4.—After the open- 


ing of today's stock market, the first 
since the death of President Harding, 
prices worked considerably lower. Loss 
of one or two points were noted In 
such 'stocks as Studebaker, the Pan- 
American Issues and American "Wool. 
Cotton quotations 
opened 
10 to 15 


points 
higher. 
The 
curb 
market 


opened fairly steady. Selling on the 
New York stock exchange was centered 
in the rails, motors, motor accessories 
and other miscellaneous • specialties. . 


SOCIAL DEMOCRATIC 
PARTY PASS RESOLUTIONS 


Berlin, Auj;. 4.—The social demo- 


cratic party in the Reichsbank, after 
discussion of the party program today, 
passed 
rifeolutlons 
describing 
the 


threatened collapse In the internal and 
external policy of Germany wj prim- 
arily due to the passivity of the nation. 
It called for the greatest activity in 
the real mof foreign policy with a view 
to arriving at a definite understanding 
regarding reparation, -while 
at 
the' 


same time maintaining the unity of 
the republic, the preservation of the,! 
Rhineland for the nation ana the lib- 
eration of the Ruhr. 


Weeks Siven Oateman's Job 


in Place of Ferria Who 


•Resigns 


The first men to take up their work | 


on the new Memorial Bridge, follow- j 
ing the recent appointments 
by the • 


two1 states, will be Thomas E. Collins 
of Portsmouth and Edwin J. Stickney 
of Kittery. They are 
both rated as j 


operators and will begin their dutfti; j 
on Monday, Aug. 13. 


The gatemen will report later and j 


it Is said \v;ll foe paid at the rate of \ 
S3.50 for eight hours. Since the New ' 
Hampshire appointments were made 
one change has taken 
place 
in the 


resignation of Barney Ferrin. 
j 


Edward A. Weeksf, one of the ap- 


plicants who 
a-ppeared' before 
the 


state highway commissioners 
at a . 


recent meeting, 
was 
appointed 
In ] 


place of Ferrin. 
Both 
Weeks 
and j 


Shuttleworth are former Boston and 
f 


Maine raiilroad men. The first named 
•was for several years a car inspector 
and w,reck master, and later a loco- 
motive engineer and roundhouse fore 
man. 
\ 


Collins is an overseas veteran, hav- , 


ing served 'or nearly two years in 
France and Germany. He is a boiler- i 
maker by trade and 
worked many 


years in_ the navy yard. He will be- a 
. 


valuable man in the position he was 
appointed to from the fact that he is 
an expert mechanic and 
has 
been 


connected .wilth all branches 
of the 


bridge work since it was started. 
' 


Stickney was formerly employed as 


a mechanic at the Atlantic shipyard 
and previous to the war was connec- , 
ted with Hampton, Exeter and Ames- '• 
bury street railway. 
' 


Have you seen our line of 


Boys' Golf Hose we are sell- 


ing for 50c per pair, and our 


line of Men's at 85c? 


Have you bought one of) 


bur Sport Sweaters in Buff 


and 
Combination 
Colors 


which we are selling for 
$5.50? 


AT 


The PortsmmiSi. Hospital will have 


its annual tag day on Saturday, Aug. | 
11. The plans will be in-general charge 
of t±»e Hospital Guild, 
^, 


AT REST. 


Slow creeps the shadows through the 


curtained'room, 


As dies the crimson sun from out 


the west, 


And rouad the sleeper falls a solemn 


" 
gloom. 


Rest, darling, rest! 


Hush! for the wind moans through the 


branches, sore, 


While glistening wings against the 


pane are prest/ 


Hush! for an angel's step hath 


passed the door. 


Rest, sufferer, rest. 


£ 


Hush! for a sound of tears that needs 


must flow, 


Filleth the air, with stillness els« 


opprest, 


As wild a wounded heart sobs ,out 


its woe. 
" 


Rest, blessed, rest. 


" I 


Around the.fairest flowers will soon 


be spread. 


Their blossoms breathing sweetness 


on thy breast— 


Flowers that are sacred to the early 


dead. 


Rest, angel, rest. 


i 


Paler than those pale flowers is thy 


calm brow, 


And cold as mountain snow-wxeath'd 


frozen crest, 


Per In the shadowy vale thy spirit 


I 
• 
now 


Doth rest, doth rest. 


July 7, 1876. 
—SAMOEL, DODGE. 


Star Island, Isles of Shoals, N. H., 


Aug. 3—The news of President Hard- 
ing's death did not reach 
the dele- 


gates to the third annual Institute for 
Religious Education this morning un- 
til after Rev. Dr. Frank M. Sheldon 
of Boston, general secretary 
of the 


Congregational 
Education 
Society, 


had delivered the initial lecture of to 
day's program. The Laymen's League 
immediately suspended the remainder 
of She morning program In respect to 
the memory of the President. 


A short memorial service was held 


In Elliot Hall, 
conducted by 
Prof. 


Theodore G. Scares, head of the de- 
partment of practical theology at the 
University of Chicago. Dr. Scares In 
his prayer asked for support for the 
fcereaved wife and the stricken Nation 


A telegram of sympathy signed by 


Ge-orge B. Davis' of Boston, associate 
secretary on the league and director 
of the Institute was 
Bent 
to Mrs. 


Harding. 


This afternoon- at 5 o'clock the con- 


ference- for church school workers was 
held with C. V. Cbristensen of Sche- 
nectady leading 
the 
discussion 
on- 


"Visual Instruction." , This 
evening 


Dr. Scares spoke on "The Drama of 
Job." 


Tonight the simple and impressive 


candle light' service, which is held at 
the close of each day's program, was 
in the nature of a special memorial 
service for the President 
Delegates 


from Maine to California filed silently 
up the rocky slopes of the island, car- 
rying lanterns, and gave voice to the 
Nation's grief and'the Ration's prayer 
for the new President, • Calvin Cool- 
idge. 


flR. TARBELL ACQUITTED 


BY COURT ON CHARGE OF 


RECKLESS DRIVING 


Edmund Tarbell of New Castle who 


was driving one of tbe cars that was 
In an accident on the turnplkt at 
Saugus last Monday was fully exon- 
erated by tbe judge who heard tho 
case this forenoon at Saucus. 


A Lewis, who was driving the car 


which ran into Mr. Tarbell forfeited 
his ba'l and did not appear ana the 
witnesses that were heard fuiiy ex- 
onerated Mr. Tarbell an 1 testified th;st 
A. Lewis was t,Ve paity who had cut 
around the e:id of a hca-'y truck anj 
had struck tce Tarboll car. 


HOSPITAL GUILD 


WENT TO CHESTER 


The 
Portsmou% Hospital 
Guild 


held a sewing meeting on Friday at 
tbe summer home ot Mrs. Flora Rob- 
inson In Chester, this state. The party 
included thirty-six and the trip was 
made in seven machines. The hostese 
made it very pleasant for all. A bas- 
ket hunch was served 
at noon with 


the additHon of -baked beans and cof- 
fee "provided by the hostess. Sewing 
was done for the Eospfital and no little 
•work was accomplished. The 
party 


left here about 8 a. m. and returned 
before 6 p.- m. all having much en- 
joyed the day. 


< 


AT GREEN ACRE 


. The Viking Drama 


Dr. Shaw's HcenJc 
and 
dramatic 


recital of Frithiafs Saga, the Swed- 
ish "masterpriece, nas attended Friday 
evening by an unusually large and 
enthusiastic audience- at the Elrenion. 
This very ancient legend had its ori- 
gin in Iceland and is as striking and 
characteristic as the little island Is 
isolated from the world. 


Dr. Shaw's portrayal -makes 
the 


hearer-acquainted'with all the details 
of .the ancient Viking .life of-tweh* 
centuries ago, so that one seems to 
hve with the TFarious characters in all 
their activities. 


The work, translated i^the original 


Kete.ra by the lecturer, Is typically 
epic, including every character of the 
Norse mythology, and sustaining to 
the northern literature the same "re- 
lation a.s do Che Ilfcd and th 
to the southern, maintaining Ite ^ofty 
tone and epic, tread throughout, and 


ar!fl tv"1^ 'mythol-°ey. Poetry, music 
ana the drama 
bv an 


150 scene*. 


D.C. CLUB HELD 


PLEASANT GATHERING 


j 
The D. C. Club held 
Its 
monthly 


gathering on Friday evening at the 
Wentworth-^Gard-ner House, the hos- 
tesses were Mrs. Mildred. O'Brien and 


i Mrs. Addle Dowey. 
At the business 


session it was voted to go to Alton 
Bay on Aug. 12 and the party wouid 
pass the day.there and have a sail 
over the lake/ At the" gathering 
last 


evening an apron sale was held and 
everyone on the table was purchased. 
Supper was served in 
Khe 
spacious 


dining room of the colonial residence 
and a large number were present The 
menu included salads 
of 
various 


kinds, sandwiches, fancy pies, assort- 
ed cake and coffee. 


\ 


Free With 
Tomorrow's 


Boston Sunday 


Globe 


A 24-page Pictorial and Fiction 


Magazine. 


colors. Miss Powen 


overture. artistically and t 
alienee w«. 


THE GIFT SHOP 


CABLE ROAD, RYE BEACH 


SOUVENIRS 


FANCY ARTICLES 
CHILDREN'S TOYS 


THE PORTSMOUTH HERALD, SATURDAY, AUGUST 4, 


^r Captain Jeffres of Camp Devens and 
; Lieut.* Jolls conferred yesterday -with 
, Mayor Ladd and Manager Eustace and 
' the result is that 
the 
tercentenary 


celebration has had several more big 
: items added to It. Portsmouth cer- 
tainly will have some pep here lor 
five days. 


The troops coming here are part of 


the famous Fifth Regiment recently 


I returned from- Germany—and here is • 


; the good news—they are to come hero 
! Sunday, August 19th and remain the* 
"i entire week at Fort Constitution, go- 


ing from here- to Dover for the parade 
| there, but returning back 
the same 


• day to add to our events. 
' 
Due to the tense training now on at 


; Devens, the army officials have found 
' it absolutely necessary to make a 


I slight out in the original quota, but 


are sending the crack 
troops back 


from Germany, two big tanks, and a 
60-piece band that was a hit on the 


' Rhine. This -will be the biggest band 
' here and Captain Jeffres stated they 


•will play for the following events: 


Monday of course the big tercen- 


tenary parade will use the 
music. 


' Captain Jeffres complimented Chaun- 


cey Hoyt on his tentative parade plans. 
The parade committee meets soon to 
officially nam,e the line of march and 


. places where organizations line up, 


Tuesday at 9.30 a m. 
the 
Fifth 


Regiment ball team will 
play 
the 


Marine team at the.playgrounds, mu- 


by the BO-piece band. Ives Concert 


Band will play at Market Square the 
same morning-. Ira Newick has 
de- 


tailed Lieut. Jolles to care for the 
planning of the ball game. This makes 
two snappy games that day as well as 
tl»e marathon race. 


"Wednesday morning the Fifth Regi- 


ment will drill at 
the 
playgrounds, 


using again the big band, while Ives 
Band will be on the Square. This drill 
will be the same one that has made 
this regiment the pride of the training 
camp. 


Also yesterday a conference .wa 


held by tercentenary 
officials 
with 


Lieut. E. M. Senn* and Lieut. Hartford. 
The Savannah will remain here for the 
celebration and add its share to the 
big fleet coming here. 
N 


As many men as are available will 


parade from the scouting fleet, and j 
also marines will appear in the line. 
The commanding officers will be tbo 
guests of the reception committee at 
the "Wentvrorth tercentenary dinner, 
and also the officers of the Fifth Regi- 
ment. 


Plans were started for entertaining 


the many men of the navy v.'lio will be 
here and Lieutenants Senn and Hart- 
ford expressed much satisfaction with 
the detail work already done. 


A new picture of President Calvin 


] Hit Them." This afternoon Dr. M. H. 
Bissell of Philadelphia spoke on "The 
Geological- Story of Star Island." Mrs. 
R. H. Gay of Providence led the ccn- 
ference of church school workers, dis- 
cussing "Mid-week Activities." 


PE! 


Washington, . Aug. 3 (By A. P.)— 


Honors from the Army and Navy for 
heir dead commander-in-chief 
were 


rdered today by acting heads of the 
"War and Navy Departments. 


From dawn until sunset tomorrow- 


guns will boom at every post or camp | 


Fruit Jars $1.20 and 
$1.25; Jelly 


'turn-biers 40c, 64c'and 68c per dozen at 


W. E. PAUL'S, 87 Market St. 
2t a3 


- " Wtd.*. . 
:cejOY 


NiTA' NALtf! 


Coolidge taken on the day of 
Harding's death as the former vie 
president sat on the edge of the porch 
of his father's farmhouse in Plymouth 
Vermont. 


hirteen guns will be n 
ollowed by the knell of single shots 
at half hour intervals throughout the 
day and terminating with the forty- 
ight-gun national salute at sundown. 
At 10 o'clock tomorrow morning 


Army organizations everywhere will be 
paraded and the order 
••resident Harding's death, similar to 
hat in the case of Presldent-McKinley, 
will be read. . Regimental^colors will 
be draped with mourning lor thirty 
days and officers in uniform and wear- 
,ng side arms will wear knots of crepe 
at their sword hilts for a like period. 
Similar observance will be followed by 
naval officers and at all Army posts 


•\ garrisons and naval stations the 


flag will be at half mast for 30 days. 
The Navy order broadcast by all naval 
radio stations, provided for suitable 
salutes. 


COLONIAL 


3 Days Mon. Tues. Wed. 


JACKIE COOGAN—LAST TIME TONIGHT! 


Life is just one thing after another 


A police department has its troubles 
but no more than a newspaper estab 
lishment as far as an information bu 
reau goes. The Herald will qualify on 
this statement by repeating some o 
the questions from the public over tb 
telephone lines, not alone from n dulls 
but children who can hardly reach th 
telephone receiver: 


Any ball game today? 
Who won the fight last nisht? " 


'"What time is the tide high? 


Where is Palestine Beach? 
What was the last fight of John L. 


Sullivan? 


How hot is it today? 
Where was the fire last night? 
Where is Box 20? 
Who are the memt-ers of Governo 


Brown's council? 


Why do they mako such parkinc 


rules? 


What Is the fare to the Isles 


Shoals? 


When will the new bridge 


opened? 


Is the Boston and Maine ever goin 


to build a new depot in Portsmouth? 


When did the Market fire occur? 
What is the city going to do with 


Pierce Island? 


Why don't the police stop dORK from 


howling in our neighborhood at night? 


What was the date of the Kearsarge 


Mill fire? 


Why don't they have parking rules 


for Market street? 


What is the date for the new moon? 
What hours does the mail close? 
Where is Alky Alley? 
A good many of the questions named 


above, are the result of arguments and 
bets among- the readers of The Herald 
and are .generally settled after no little 
effort on the part of. the paper to hunt 
up the desired information. On the 
other hand, it is surprising how some 
Callers jump in the air when the in- 
formation does not suit them and hold 
up the line with.no soft pedal argu- 
ment with The Herald man 


Howard 
Gleason 
Of Gleasondale, 


Mass., will pas stho week-end with 


• friends in this city. 


Harry Woods and 
Mr. and Mrs. 


family wall pass the week end at their 
camp at Effingham, this state. 


Mrs. John Mead Howells gave a tea 


Mr and Mrs. Herbert C. Reed and 


family of Wilson avenue, Georgetown, 
Mass., visited friends in this city on 
Thursday. 
_ 


Mrs. Flora Robinson Is entertaining 


the Portsmouth Hospital Guild today 


announcing' at her summer home in Chester, this 


'.•"-• 
'(By Associated Press) 


Lawrence, Aug. 4.—Barney Banks, 


taxi driver, charged with the murder i 
of Patrolman Arthur 
J. Bower, of 


Mcthuen, in a confession made, charges 
Bessie Goldman of 133 Railroad street, 
Lowell, a young miss who he was to 
have married the day after the murder, 
•with having fired the fatal shot that 
killed Bower. Banks was arrested at 
Hartford, Conn., -and torn from the 
side Of Miss Goldman on Thursday. 


state the party going- by automobile. As a result of this new confession, 


•M™ Harrv 
Commer formerly of i Miss' Goldman was held by the Hart- 


this city, hae -returned to her home In lord police while a squad of Massa- 
Brooklyn, N. T., after a brief visit as chusetts police swept down to Hart- 
the guest of Mrs. Sherman T. Newton ! ford armed with 
a 
court 
warrant 


Lll^ bt*l.ui. w* 
*• 
^'^.^ 
T.-— «.(*>, 
flwot 
.qa«waa Tvtl,*./1fi*. 
at the Kearsarge House, this city, 


Miss Mary G. 
Mitchell 
has. re- 


turned to Boston after a visit here. 


Mr. arid Mrs. Leon Moore have re- 


turned to Montreal, Canada, after 
a 


visit to Old Orchard and this city. 


Mr. and Mrs. Ralph Knox of Flush- 


Ing, L. I., are the guests of her sister, 
Mrs. Ira A. Newick on 
Highland 


street. Their son John is in the Ra- 
leigh Camp at Stimson Lake, N. H. 


charging her with first degree murder. 


Meanwhile, 
Mrs. Mildred 
Labou 


Stott of Lowell was -freed as a suspect 
in the case. The authorities refused 
to release James S. Marshall, wealthy 
Cornel student, who was 
arraigned 


with Banks on the Matter's acquisition • 
in the district court early in the day. 


Little faith is placed in many of the ;; 


conflicting statements by Barney Banks ; 
as he was "grilled and sweated." 
In 


some respects he tol dthe truth but 
then resorted to lies and wierd stories 
to cover information that slipped from 
his lips. 


It was definitely established tonight 


that Bessie Goldman slept in her own 
home when the tragedy occurred. She- 
did accompany Barney Banks the fol- 
lowing day on his motor trip to Hart- 
ford. 
Her mother accompanied them ', 


to witness their marriage that had 
been scheduled for August 1. Marshall 
the wealthy student, has also been 
- 


practically eliminated from the case. .•' 
Under the name of Jack Hennessy, the 
young junior from Cornell had sported . 
about town and outlying amusement ' 
places. 
.. 
f, •' 


As the lights slowly fade away 


the audience at the Pines, and then the 
stage is slowly illuminated until-it is 
even brighter than day, Miss Caroline 
Badger is seen with a real Portsmouth 
smile of welcome, portraying Miss 
Portsmouth, and as she recites the 
following beautiful poem,.you will be 
pleased to know that it was written 
by Reverend Lucius H. Thayer. 


PORTSMOUTH 


(Speaking to the Audience) 


"I bid you welcome, gentlefolk who 


come 


So graciously to celebrate the day 
When, nameless, I was born on yonder 


ehorc. 
* 


Though the swilt years to centuries 


have run, 


A spirit of perennial youth is mine, 
Like my unfailing river and the sea. 
A goodly habitation and "a name 
Most suitable" are mine, and some fair 


fame 


Through children who have done me 


honor great, 


ind some of these keep festival with 


us this day, 
, 


ome figures great of pomp and cir- 


cumstance, 


iome of a lesser breed who played 


their humbler part, 


Some come from brave adventurous 


days, 


The sombre background of my early 


COLONIAL 


Two Shows Daily. 


2 and 7.30. 


SATURDAY MATINEE—Two Shows, 1:30 and 3:20; EV'G. 6:30-8:20. 
Fit 
AND 
Sat. 


JACKIE COOGAN IN 


"TROUBLE" 


Plunder No. 7 
Fighting Blood No. 4 


. 
, 
- 
PATHE NEWS 


MONDAY AND TUESDAY 


LEATRICE JOY in TOU CAN'T FOOL YOUR WIFE' 


Three Shows Daily. 


2, 7, 9; Sat. 6.30, 8^0 


DOROTHY DALTON IN 


"Law of The Lawless" 


And On tho Same Bill 


"Down On The Farm" 


WITH MAC 
SENNETT 


OLYMPIA 
Fri. 
AND 
Sat. 


MONDAY AND TUESDAY 


CHAS. RAY in "THE .DEUCE OF SPADES' 


SEVEN HANDTUBS WILL 


TAKE PART IN MUSTER 


The 'following handtubs will take 


part in the 
old-fashioned firemen's 


muster held this afternoon at George- 
town, Mass: Erie of Georgetown, Pro- 
tection of Amesbury, Protector of Eas 
Haverhill, Tiger 
of Newburyport 


Neptune of Newburyport, 
Governoi 


Bradstreet of North Andover and the 
Volunteer of West Netvbury. 


INFANTSTRAN6LED 


IN SLATS OF CRIB 


Rochester, Aug. 3—Louis William 


Chase, the five months' old child cf 
George Chase of Summer street, was 
left by his mother in a crib in a. cham- 
ber for a few minutes this morning. 
When she returned the 
child 
was 


The underlying and deep-seated faith 


in that great news gathering institu- 
tion, The Associated Press, was never 
more fully demonstrated by the people 
than was shown in the announcement 
of the death of the President of the 
United States. The flash came to The 
Herald a.t 11.13 Thursday 
evening, 


"President Harding is dead." Signed 
The Associated Press. This news was 
flashed by The Herald to the 
navy 


yard, to various summer hotels and to 
the mayor and other public officials. 
In each case came the query: Is this 
official from tho Associated Press?" 


Every phone in The Herald office 


started ringing at sunrise Friday a. m. 
and 30 per cent of the calls were from 
the women of this territory ami practi- 
cally every case came this query: "Is 
it true that the President'is dead?" 
and quickly the response was given 
"it is true", and" this brief dialogue 
was kept up throughout the day. 


In conveying this information to the 


public, many of the radio outfits in 
and about Portsmouth received from 
broadcasting 
stations this bulletin 


given out by Th? Associated Press in 
all great cities of the world.°The first 
to receive it by radio was Landlord Bu 
Phinney of the Hotel Champernowne, l'of 
•n.l.,1 <w*+ it Aiatin/'r'Hr an«1 /*sjll**rl Thn * 


Crab Rsce 


Class 1—Sarah O'Brien, Loretta Me 


Donald, Peggy McLean, 


Class 2—Pearl McDonald, Eleanor 


Plumstead, Alice Mullen. 


Class 3—Mary Moynahan, F.omiida 


Lanzilli. 


25-Yard Dash 


1 Class 1—Helen Clark, Loretta Mc- 
Donald, Peggy McLean. 


Class 2—Arlene Forbes, Alice Mul- 


len, Eleanor Plumstead. 


Class 3—Mary Moynahan, Romilda 


-Lanzilli, Ellen Fate. 


Franklin, Aug. 3.—Battery H of the 


Anti-Aircraft Regiment, 197th artil- 
lery will go to Portsmouth, August 20 
to take part in the military parade in 
connection with 
the 
tricentennial 


celebration. After the parade the com 
pany expects to embark with other 
units of the 197th antillery for Long 
Island for the encampment to be held 
at Camp Alexander Hamilton. 


gets are left in the air for the battery 
men t.o shoot at. 


NEW CASTLE 


'At the Congregational 
church 
at 


New Castle on Sunday morning the 
topic of the sermon 
by the pastor, ; 


Rev. Mr. Scott will be "Christ's In- 
< 


terpreta-tion of God." There will 
b« 


special music by the Junior Choir. At 
7.30 o'clock the evening service will 
be held with music by the choir and 4 
song service. The topic of the pastor's 
sermon will 
be "The Good Conies- ' 


eion." 
• 
.-''.'. 


A.community social will.be held at 


the Congregational parsonage at New ; 
Castle, on Wednesday, Aug. s, in the 
interest of forming a Christian En- 
deavor Society. 
All over ten yearrs 


are cordially invited. 


ON THE DEATH 
OF PRESIDENT, 


HARDING, 
NOBLE 
OF THE 


MYSTIC SHRINE 


Oh! Noble of the Mystic Shrine 
Profoundly true and brave, 


Allah the Great has called thee forth, 


To Mecca beyond the grave. 


The Caravan has started forth. 


The local battery now commanded [ Across death's burning sand, 


by Captain Frank T. Ripley, who was j And AIlall Himself is watching 


gay and gallant 
times; - 


iome from thoee 


groups 


That gave a zest and brilliancy to my 


great past; 


Others most wise, devoted, competent, 
To lead in desperate hours and build 


a commonwealth, 


quaint attire and unaccustomed 


.garb 


There shall unfold the story of my 


past." 
—Lucius Harrison Thayer, D. D. 


who got it distinctly and called The,; 
Herald. 


It bas been the policy of The Herald 


to never give information on public 


I affairs and public happenings unless 
received direct from The Associated 
Press and this is one reason why the 
people of this section of the country 
and also of the country at large have 
come to recognize that when 
The 


Associated Press says it is so, the 
people have no desire to question it. 


AT THE PLAYGROUNDS 


recently pressed into service from tho 
retired list, has been recruited to the 
maximum strength and great interest' 
is being shown by the men. Several 
members from the -former 
machine 


gun company -who served under Cap- 
tain Ripley on the Mexican Border 
have recently Joined. Included . are 
,Bome of the non commissioned, officers 


company who will strength 


POINTS OUT WILSON 
v AS MODERN MAFTYR 


Prof. Soares Speaker at the 


Unitarian Institute 


en "the non-com department of 
the 


battery. The 
machine 
guns 
with 


which the battery Js -equipped which 
are designed for fighting .aircraft, are 
somewhat sim^r to those of the old 
.nfs.ntry machine gun. 


The training camp at Long Island is 


Lo give the company its first exper- 
ience in practice shooting at aerial 
targets. Through a system of aero- 
plane movements and baloons, tar- 


"He had wedged his head between 


two slats in the 
crib, 
,an,l 
had 


Btrangled to death. 


Keep up on local news.—Read The 


Herald. 


The winners of the girls' sports at 


the playground on Friday afternoon 
were as -follows: 


Running High Jump 


Class 1—Loretta McDonald, Peggy 


McLean, Helen Clark. 


Class 
. 2—Alice 
Mullen, 
Arlene 


Forbes, Ruth Chandler. 
•» Class 3—Mary Moynahan, RomiMa 
Lanzilli, Ellen Fate. 


Running Broad Jump 


Class 1—Sai-rah. O'Brien, Peggy Mc- 


Lean, Loretta McDonald. 


Class 
2—Alice 
Mullen, Arlene 


Forbes, Pearl McDonald. 


Class 3—Mary Moynahan, 
Ellen 


Fate. 


Standing Broad Jump 


Class 1—Peggy McLean, Loretta 


McDonald, Helen Clark. ' 


Class 2—Arlene 
Forbes, 
Eleanor 


Plumsteatl, Irene Hanlon. 
» 


Class 3—Mary Moynahan, Romilda 


Lanzilli, Ellen Fate. 


DANCING DURING PICTURES 


WALLACE REID 
4n "THE CHAMPION- 


ETHEL CLAYTON i, "THE CRADLE" 
• 


TONIGHT 
PERCfcr HALL 


TOMORROW'S 


BOSTON 
SUNDAY 
GLOBE 


Order it from your newsdealer 


today. 


Star Island, Isles of Shoals, Aug. 2. 


—Prof. Erwin L. Shaver, New England 
district secretary of the Congregational 
body, was the principal speaker at to- 
day's"~session of the third annual In- 
stitute for Religious Education under 
the auspices of the Unitarian Lay- 
men's 
League. 
Professor 
Shaver 


spoke on "The Project Principle 
in 


Religious Education," and this ' even- 
ing on ~The Project. Principle 
Ap- 


Rev. Dr. .Frank M. Sheldon of Bos- 


ton, general secretary of the Congre- 
gational Education Society, in .opening 
his lecture on "The ' Total Curriculum 
or Religious Education and Life," de- 
clared 'The Bible is a dangerous book 
in .the hands of the narrow minded." 
Some of the greatest crimes of history j 
have been committed in good con- ] Lanzilli, Ellen Fate, 
[science by people who founded their , 
"faith and morals on certain "proof 
texts" of the Bible, the speaker said. 


Professor Scares, head of the 
de-1 


partment of practical theology at the 
University of Chicago, speaking 
on 


'Salvation Through Suffering," 
de-1 


clared that "no 18th amendment can . 
make a sober Nation, lor this can be' 
done only by writing sobriety in the 
(hearts of the people." The salvation 
of men everywhere and always ccmea p 
through the men -who are willing to die 
lor others, Dr. Soares declared. 
He 


! cited the modern example of ex-Presi-! 


For you from Mecca's Land. 


The great Potentate will greet you. 


Noble of the Mystic Shrine, 


Earth travel worn and weary, 


Thou shall drink of Mecca wine. 


Mecca's Patrol whose music 
every 


grace combine, 


Wiil receive Noble Warren Harding 


To Heaven's Imperial Shrine. 


—R. J. GILKER. 


You are 


NOTICE 


bereK-ith 
notified that 


Sagamore bridge will be closed to all 
traffic until such time as the neces- ! 
sary amount of repairs can be made 
to put the bridge into proper condi- 
tion, 


BOARD OF PUBLIC WORKS, 


Iw a2 


Standing High Jump 


Class 1—Helen Clark, Loretta Mc- 


Donald, Peggy McLean. 


Class 2—Arlene Forbes, Jerry Vou- 


dy, Irene Hanlon. 


Class 3—Mary Moynahan, Romilda 


his Na-l 
dent Wilson as a martyr to 
tion. 
. - 
' 


Rev. Edwin Fairley of Flushing, L. 


I., In the closing lecture of the uiorn- 
ing spoke on 'Our Aims and How to 


Pageant Rehearsals 


None This Evening. 


MONDAY REHEARSALS 


640 at Pines—First Dance Interlude. 
&.00 P. M. at Freeman's Hall—Dra- 


matic Dance. 


8.00 P. M. at High School—Pageant 


Chorus. 
Participants Notice—Watch the 


papers from now on for your re- 
hearsals as personal notices will 
be discontinued due to rush of 
work. 


L 


Kodak Keeps thetStory^ 


^ What, a chance for a picture—and how\ 
easy it all-is the Kodak way. 
"Cly 


shutter goes and the story stays—for all 
)% 
-• 
,~~#j*i<9^ri._- 


js&-.. We'll welcome every chance you give us to' 
help you-make good pictures—that's our way. 
Kodaks, Kodak Film, Eastman supplies—a 
full stock,always on hand—that's our way, too 
u- 
. 
• 
, ~ 
' 
'— ~ 
J~ ^ 


• Get your copy of the -new Kodak catalogue 


at our counter. 
•. 


HASSETTS 


MUSIC & ART SHOPPE 


Open Every Evening. 
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ES 


LEAVES F! 


United States Senator George 
H. 


Moses \vho has been passing a few 
days at the Stonleish Manor at Rye 
•Bench left on Friday for Concord from 
where he will go to -Washington. He 
was one of the flrst Informed of the 
death of President Harding on Thurs- 
day night, the Herald calling him and 
giving him the information Just aa 
soon as the flash of his death was re- 
ceived. 
<:<«S;;«»8i|Ji6i 


Senator 
Sioses 
was 
very 
much 


shocked at the news of the president's 
death and said that he would cut short 


his vacation and hurry back to Wash- • 
ington. 


PYTHIAN SISTERS 


HELD OUTINfi 


Crystal Temple, 


held an outing at 


Pythian 
Sisters. 


Wal»:s 
Sands on 


Wednesday with headquarters at the 
coast guard station, about 25 being 
present. It was a perfect day for an 
out of door gathering and all enjoyed 
it. A basket lunch was served at noon 
and flsh chowder 
and 
coffee was 


served at supper 
at which 
time a 


number of the husbands of members 
were guests. 
. • 


The plan to install the incinerator 


on Uhe dump off South street la not 
meeting with much 
approval 
from 


the residents in that 
section 
who 


claim they have suffered enough from 
the dump. 
• . 


Take 


for the Complexion 


These "Fruit Laxo Tablets "—made from fruit 
juices and tonics—will remove pimples, rashes, 
red blotches, boils and eczema, because 
purify and enrich the blood. 50c. a box, 
6 for $2.50, trial size 25<x, at dealers or 


Fruitatives Limited, Ogdensburg, N.Y. 


Ottawe, Cin. 
London, Eng. 


ChristcWch, N.Z. 


they 


A Roofing for Every Type of Roof 


BIRD'S SLATE SURFACED, plain or shingle design, for 
that garage or building of any kind where color is impor- 
tant. 


• PAR01D—the "super" roofing—the roofing that has made 
good for over twenty years. 
Suitable for ali low pitched 


roofs. 
UNIVERSAL ROOFING—an inexpensive roofing. 
Low in 


price but gives good service. 
Are Bird's Roofs dependable? We'll say they are. Some 
of them fn this vicinity arc stili giving good service after 
being laid twenty years. 
Just phone us or better still come in and s&e us. 
Our 


advice won't cost you a nickel. 


SQUARE DEAL BUILDING MATERIALS 


63 Green Street 
Say, "Hello 74" 


553 


PORTSMOUTH, N. H. 


United State Depository 


STATEMENT AS OF JUNE 30, 1923 


RESOURCES, 


Loans and Olher Securities 
$1,351,958.54 


United States Bonds 
: 
482,150.00 


Banking House and Fixtures 
: 
38,472.00 


Cash and due from Banks 
• 211,001.57. 


- 
; $2,083,582.11 


LIABILITIES 
' 


Capital 
.; $150,000.00 


Surplus and Undivided Profits 
101,690.93 


Circulation 
........1 
146,200.00 


Federal Reserve Bank 
-.-.; 
317,280.83 


Deposits ....---- 
1,368,410.35 


. $2,083,582.11 


.OFFICERS 


John K. Bates, President 


Ralph W. Junkins, Vice Pres. arid Cashier 


Norman E. Rand, Assistant Csshier 


Alice G. Marden, Assistant Cashiaf 


Henry A. Yeaton 
Joseph O. Hobbs 
John K. Bates 
Ralph W. Ji..',kins 
Charles A. Badger 


DIRECTORS 


James A. Bqrthwick 
R. Clyde Margoson 
Charies H. Walker 
Albert Hislop 
Edward Seybolt 


Frank E. Brooks 


SALISBURY BEACH 


BAND CONCERT EVERY EVENING 


FIREWORKS EVERY TUESDAY AND THURSDAY 


DANCING AFTERNOON AND EVENING 


Preliminary Dance Contest Every Monday Night for 


Second Annual Championship. 


AL. MOORE'S BAND 


commanded the battleship Texas un- 
til Januaray, 1900; was chief officer 
naval intelligence^ from 
1900 
-until 


1902; 
commanded League '-Island yard 


in ,1903, and next commanded the Car- 


Rear Admiral Charles D. Sigsbeo, XI. rlbe.an Squadron of the North Atlantic 


S. X.. retired, who died in his home. I fleet..In: 1904 he was ordered with his 
No, 529 West 112th street. New York flagship to Carthagena, Colombia, to 
City, July 19. 1923, after being.in poor Investigate the charge that the U.S. 
health for some two years, was an of- consul at that port had been 
sub- 


fleer of high professional ability, and I Jected to indignity. He was retired for 
distinguished service. A veteran of the ase- January 16. 1907. 
Civil and Spanish-American wars and 
A memorable incident in his career 


versed in sailing under both sail and which showed his good Judgment and ^ state of Maine on Monday, August 15, ' 
stearn, Admiral 
Sigsbee 
was 
best lulck action was in. 1897, when the on the initiated measure which would 


- SPECIAL ELECTION 
> 
! 


BALLOTS FOR MAINE 


471,000 Prin&FFor Vote on 


4Mour Law on Oct 15 


Four hundred 
and 
seventy-seven 


thousand ballots havp been printed for 
the special election to be held In the 


known -In recent years as commander 
of the battleship Maine when she was 
blown up In Havana Harbor In 1898. 
He won distinction 
however, many 


years before the Spanish war- in deep 
sea soundings, and in the .Civil war 


Maine which he'commanded was-pro- 'limit the hours of labor for women 
ceeding down the East river from the 
New York navy yard. There was a 
collision of two vessels Just ahead of 
the Maine which left only a 
small 


space In the channel for her to get 


and was present at the famous battle 
of Mobile Bay under Admiral Parra- 
gut and at the bombardment and flnal 
assault on Fort Fisher under Admiral 
Porter. Admiral Sigsbee was born in 
Albany, N. Y., Jan. 10. 1845, and re- 
ceived an appointment to the Naval 
Academy in 1850 as an acting: mid- 
shipman. He was graduated in 1863 
and was promoted to ensign October 1, 
18C3 and was assigned to the Mon- 
onffahela, and then transferred to the 
Brooklyn. He was engaged In the Bat- 
tle of Mobilo Bay and was also in 
both attacks on Fort Fisher and the 
final assault of the same. He was pro- 
moted to be master in 18C6, lieutenant 
in 1SG7, lieutenant commander in 
18G8, 


commander In 1832, captain In 1837. 
and rear admiral in 1904, being ad- 
vanced for extraordinary heroism dur- 
ing the war with Spain, After serv- 
ing on the Wyoming, Ashuelot, Sev- 
ern at the naval academy and on the 
Canandalgua, he waa given the com- 
mand of the coast survey 
steamer 


Blake engaged in deep sea explorations 
especially in the Gul£ of Mexico. While 
on that duty 
he 
invented 
various 


methods and appliances which practi- 
cally revolutionized the practice and 
economy of deep sea work. He made a 
complete deep water survey of the 
Gulf of Mexico, In recognition of which 
the deeper area of that witter was 
named Slgrsbee Deep. In consideration 
of his advances in scientific explora- 
tion, Emperor William I. bestowed on 
him the decoration of the Red Eagle 
o£ Prussia and a gold medal and other 
honors were given him by the inter- 
national Fisheries at London. 


After being on various duties until 


the spring: of 1897, Admiral Sigsbee 


j was given the command of the battle- 
iship Maine which during the acute de- 


i bate on the Cuban question In con- 
' gre?s was ordered to Havana to guard 


I American interests. On the night of 


i February 15, 1SOS, the Maine 
was 


/blown up in_ Havana Harbor, suppos- 


1 edly by a Spanish torpedo causing the 
' death of 258 persons. Captain Sigsbee. 
. who was in his cabin at the time, was 
unharmed. When tho war -with Spain 
was declared he was given tho com- 
mand of the auxiliary cruiser St. Paul 
renamed tho Harvard, and assig-nod 
to Rear Admiral Schley's squadron. 
On May 24, 1S08, he captured tho col- 
lier Restormel. carrying supplies 
to 


Admiral Cevera. 
After the v.'ar ho 


he was. In both attacks on Fort Fisher | through. Just as she was heading: for 


this space an excursion steamer filled 
with 
women 
and 
children 
ap- 


peared 
by 
mistake. 
As 
It 
was 


Impossible 
lor 
the 
Maalne 
to 


slow down or back In time to avoid 
sinking the excursion 
steamer. Ad- 


miral Sigsbee ran his 
vessel plumb 


against a dock Instead, A court of in- 
quiry approved his action and he was 
highly commended by the navy de- 
partment and President McKinley for 
his judgment. 


During 1906 Admiral Sigsbee 
took 


hsi squadron to Europe and was enter- 
tained by the King of Belgium. King 
of Greece the Khedive of Egypt and 
Duke d'Aosta. and the 
Prince and 


Princess of Wales. Before going to 
Europe he took charge of the customs- 
house at Monte Christ!, Santo Domin- 
go. On his return home from Europe 
he brought back the body of 
John 


Paul Jones from France. Admiral Sigs- 
bea was the author of 
"Deeii 
Sea j 


Soundings and Dredginga," "United 
States Coast Survey 1880," and "Per- 
sonal Narrative 
ot 
the 
Battleship 


Maine,, 1899." As he was an additional 
number In grade, his retirement will 
not result In any promotions. 


and children in manufacturing 
and 


mercantile establishments to 48 hours 
a week instead of 54 hours as at pres- 
ent. 


Under the law 60 ballots are sent to 


the city, town or plantation for every 
50 votes or fraction thereof cast for 
governor in the preceding election, two 
sets of ballots also being sent 10 each 
city, town and plantation. 


The following shows by 
cou'itios 


where the so-called regular ballots will 
be sent: Androscoggln. 37,680: Aroos- 
took, 
24,000; 
Cumberland, 
G7.3UO; 


Franklin, 
12,000; 
Hancock, 
19,4-10; 


Kennebec,-43,480; Knox, 20,160; 
Lin- 


coln, 16,320; Oxford, 26,040: Penobscot . 
45,,4SO; Piscataquis, 15,960; Sasada- J 
hoc,, 13,200; Somerset, 27,360; W*!do, 
16,920; 
Washington, 
30,840; 
York, 


45,600: total 467,280. 


Ballots under the absent voting l.uv 


will be shipped to counties as follows: 
Androscoggin, 970; 
Aroostook, 
?-ID; 


Cumberland, 
,1195; 
.Franklin, 
270;' 


Hancock, 480; Kcnnebec, 905; Knox, 
39T,; Lincoln, 305; Oxford, 505; Pen- 
obscot, 985: Piscataquis, 300; S.xjja- 
dahoc. 240: Somerset, 
510; 
Waii'.o, 


845; 
Washington, 680; York, 78^; to- 


tal. 97920. 


BOOTLEGGERS DECIDE 


TO BECOME HONEST MEN 


Russellvllle, Ark.—From far back on 


the Ozark hills o£ Pope 
county, 
a 


heavy motor truck 
bearing thirteen 


men, 
who said they were moonshiners, 


and their whiskey-making outfits and 
flying the American flag chugged into 
Russellville late yesterday and sur- 
rendered to attaches of the 
sheriff's 


office. 
They announced they had de- 


One "at the many features of our 


Welding Service is that of Metal Cirt- 


cided to abanon their profession and ting. 
With 
our 
Oxygen-Acetylene 


pay tho penalty of tho law. 
j Torch we can quickly cut structural 


Witnesses were immediately 
taken ^etal, boilers, iron doors and reduce 


heavy large junk pieces to'small sizes. 
The service is very moderate in coet 
and often saves days of hard labor. 


taken 


before the grand jury and 
the men 


were indicted. Pleas of guilty 
were 


accepted. 


Suspended sentences of 
one 
year 


were Imposed in each case, dependent 
upon good behavior. 


THINKS YORK BEACH 


Welding in all its branches also. 
George A. Trafton & Son 


800 Market St., Portsmouth 


HORSESHOEING AND BOBBINS 


CHATS WITH YOUR 
^|f GASMAN 1|f 


GAS service la delivered, not on 


the front porch or at some place 
where you have to pick it up and 
carry it in, but right in the heart of 
the home. 
This is a fact BO ob- 


vious as fo BO unnoticed. 
Yet It is 


one of the most valuable features 


of gas service. 


Now consider the delivery cost. 


One thousand, cubic feet of our gas 
weighs ZS pounds. 
We sell it so 


that we are delivering this gas at 
a price ot 3.S cents per pound. Tho 
housewife or manufacturer may de- 
sire delivery at 5:21 in the morning, 
at 3:47 in the afternoon, or at 10:49 
In the evening. 
And delivery is 


made, instantly. 


There Is no commodity delivered 


at so low a price as 3.8 cents a 
pound, any hour of 
the 
day or 


night when you want It. Think it 


over. 
. f 


PORTSMOUTH QA8 


COMPANY. 


Isles of Shoals Steamei' 


ADVERTISEMENT 


SOUND, SOLID AND SUCCESSFUL 
NEW HAMPSHIRE 
. 
FIRE 
INSURANCE Co. 


MANCHESTER. N. H./x 


FIFTY-THIRD 


PROGRESSIVE ANNUAL STATEMENT 


January I. igg3 


CASH CAPITAL 
53,000.000.00- 


ASSETS 
11.854,752:53 


LIABILITIES.ExceptCapital 5.856.561.84 


5URPLUSTO POUCYHOLQERS 5.398.130.69 


Undertaking Rooms 


JAMES I. WEBBER 


phone 164-W 


122 Market SU 


General William Mitchell, assistant i 


chief o£ the army air service, while 1 
in Boston en route by air from York | 
Beach to Washington, said about tho 
locution at York Beach that he was 
•roatly impressed with the possibili- 
ties for aviation. At low tide, he said, 
the beach could take care of the air- 
piano fleets of the world. 


The Boston ncld, which is in the 


process of construction will be formal - 
ly opened in September with a 
biff 


airplane pageant. 


Public sentiment may fores 
some 


rapid repairs on tho Sagamore bridge 
and the opening of it for travel before 
long. The Board of Public Works have 
thought to keep it open until after the 
summer rush and will do so now i£ 
relieved of personal liability in case 
of accident. 


GO Miles from Boaton via N«-srbiiryport 
Turnpike 


HOTEL 


Kittery Point, Me. 


160 Rooms — Garage Connected - 


•Special attention- to tourists: Dinner 


Oance 
& Concert 
"Wednesday "and 


Saturday Evenings. On Portsmouth I of -poems of her brother, the late po- 


NEW CASTLE 


The closing night of 
the 
King's 


Daughter's bazaar at New Castle last 
evening brought out 
an 
audience 


equal to. that of the 
opening night. 


The entertainment was most pleasing 
and the tables were well patronized.- 
Benson's Orchestra furnished music. 
A pleasing comedy was presented en- 
titled "Elizabeth's Young- Man" and 
with' the following characters: 
Miss Abigail Orr 
» 


Mrs. James Sylvester 


Mrs. Fanning 
Mrs: Dearborn 


Elizabeth Orr, Miss Abigail's niece 


Miss .Haines 


John 
Martin, 
Elizabeth's 
young 


man 
Mrs. Brackett 


The following numbers 
were also 


given: 
Piano solo 
Miss Anna Withington 


Selection—Orchestra 
Duet, Misses 
Lillian Rankin. and 


Anna Withlngton 


Reading 
Miss Ethel L,. Foss 


Selection—Orchestra 
Reading 
Miss Foss 


Piano solo 
Miss Lillian Rankin 


Reading,. "The House by the Side of 


the Road" (By Request.). ~, 


The renditions of Miss Ethel L.FO33 


Sealed proposals for repairs to Sa- 


gamore bridge as per plans and speci- 
fications on file at the 
office 
of the 


Superintendent of Public Works, will 
be received by the Board 
of Public 


Works at their 
office, 
City 
Hall, 


Portsmouth, N. H., until 8 p. m. Tues- 
day, 
August 7, 19JI3. 


The Board has for the consideration 


of bidders- two propositions. Proposi- 
tion No. l.as pet pians; proposition 
No. 2 a price per one thousand feet 
board measurement 
for 
all timber 


necessary to make the bridge safe and' 
passable together with the fastenings 
and placing of .the same, also a price 
per pile In place for each pile that 
needs to be replaced 
or 
new pile 


placed in the 
bridge 
structure to- 


gether with the necessary fastenings 
of the same. It is proposed 
to use 


hard pine decking 
four 
(4) Inches 


thick and oak piling six (6) Inches at 
the point and twelve (12) inches two 
feet from the butt. 


An acceptable 
certified 
check of 


One Hundred 
and 
Fifty 
Dollars 


($150.00) will be required 
'with the 


proposal when submitted and an ap- 
proved bond of 20 percent of the con- 
tract price will be required on execu- 
tion of the contract. 


Plans arid 
specifications 
may be 


obtained upon 
application 
to the 


Board. 


The right Is reserved to reject any 


or all bids." 
- 


BOARD OF PUBLIC WORKS. 


j31 to a7 inc. 


Harbor—wonderful view of ocean. 


W. H. PHINNEY, Prop. 


WESLEY E. GROGAN 


Public Accountant 


Audits, Investigations, Systems, I'M 


Returns. 


N. H. B«NK BUILDING, "ROOM 


pular poet, Sam .Walter Foss, were 
well given and received 
with much 


applause. The piano selections by the 
Misses Lillian Rankin and Anna With 
Ington .were well rendered and they 
as well as .Miss Foss, were presented 
(with flowers. 
I 
Mrs. Edmund C. Tarbell gave a tea 


f--'— -.'»t; h*r_.2iom<> yesterday afternoon, 


That is about the most we set out 


ot lifo: Comfort, Satisfaction. 


V 


There is no greater comfort than 


that which conies from good health 
and -the full 
comfmand 
ot 
our 


senses. 


And' good "ision probably fur- 


nishes 
more 
comfort 
than 
any 


other factor. 


There Is much 
satisfaction 
In 


reading as much as you want to: 
of undertaking any task without 
fear of. eye strain. 


Let us examine your eyes and 


determine their condition. 


PROCTOR 


OPTOMETRIST 


First National Bank Building 


-"The Home of Good Glasses" 


Wharf off Market Street 


iiig June ft 


1923 
* 


.Subject to change without further notice 


(Portsmouth mid Isles of Shoals 


•J£_ 
Hotel Oceanic 


(Ttie Staunch and Finely 
Equipped Ocean 
Going 


STEAMER SIGHTSEER 


: 
3L'm* .Table Standard Tim* 
' 


tEAVJiS vPORTSMOUTH. 
wharf 
off 
Market Street, for ISLES OP SHOAIJ? 
at 11.30 a. m. and c.oo p. m. 


/•UNDAYS—At 11.30 a. m. and E.OO p. m. 


Returning 


»<EAVB3 OCSANIC. I8LHS OF SHOAXS 
for Portsmouth—At 8.30 a. m. ana 3^20 
"* 
01* 
" ~:' 
v 


S.SO a. m. ana 
3.QO p. „., 


'Round Trip Tickets, good on day Of IMB. 


•_ only, $1.2S. Single f*re »1.00 


for excursion rates and other informa- 
i.._ 
"on apply at Landing. 


Cabot St. 


Six-room dwelling with all improve- ' 


ments including hot water heat, largo ! 
yard with free trees. Owner in Boston ' 
will soil, with this year's taxos paid, 
for 
. i 


Casweli Agency 
9CongressSt TeL481W 


^~=—=AND 


111 MARKET ST. 


240 MIDDLE ST. 


Crisco 
20c can 


Salt Pork 
14clb. 


Pure Lard . . . . . . . . . . 1 5 c Ib. 
Sliced Ham 
,35clb. 


Whole Hams .. 
22c Ib. 


Baked Beans,... .3 cans 25c 
Fancy Briskets 
18c Ib. 


Evap. Milk...... .$1.25 doz. 


OPEN SATURDAYS UNTIL 


MIDNIGHT. 


YOU CAN SAVE MONEY 
— by purchasing direct of the 
manufacturer. We manufac- 
ture our monuments at our 
own plant, which is equipped 
with all the latest labor saving 
machinery and operated by 
electric power — the only plant 
so equipped in this section. 
Call and see the large stock of 
finished monuments 
which 


we carry. 
FRED C. SMALLEY 


Cor. State & Water Sts. 


..Ato -Dover, N. ri_ Qpg. City .Halt 


Kinds of Genera) 


Machinist Work 


By Expert Workmen. 
Generator and Electrical 


Work. 


George L. Buckley 


61 Bow SL, Portsmouth 


CORSETS, BRASSIERES, 


WAISTS, HOSIERY, 


UNDERWEAR 


And 


Personal Accessories. 


Corset Fitting Is Our Specialty 
Sarah L Piercy 


CORSETIERE 


N. H. Bank BuUdin*. 
Tol. 1027R. 


Removal Notice 


Reinewald's Music School 


35 Middle Road (Near Middle St.) 


Teaches 
Violin, 
Cornet, 
Trombone 


Mandolin, Tenor Banjo. 


Agent for Holton, Conn and Tort 


Celebrated Instruments. 
Also Agent 


for Glbson'3 Mandoline and Banjos. 


Teaching Non-Pressure Method Ion 


Band Instruments and Leopold Aues 
Methods for. Violin. 


Bargains in Used Instruments. 
All 


Kinds. All Makea. 


" Special-Pains with "Beginners. 
] • • 
: 


R. L. REINEWALD " 


Ex-Bandmaster U. Si Navy and 


8th Regt. Band, Salem, Mass. 
i 


STUDIO, 35 MIDDLE ROAD 
! 


Corona Typewriter Agency 


REBUILT TYPEWRITERS 
| 


FOR SALE AND RENT 
r>! 


ADDING MACHINES 
1 *•\ 


J.E. DIMICK 


39 Tanner Street. 
Telephone 603 


83S4S, 


Classes "Le Havre Infantin" 
Now forming. Regiatsr your child in 
the out-door sessions at Wallls Sanda 
Tutoring in all branches of the school 
curriculum. Transportation with sup- 
ervision. 
A day nursery connected. 


Tutoring reasonable. For further par- 
ticulars Tel. 1156W. 
. .BERTHA J, WATSON. Dirsctor. 


When at 


SALISBURY BEACH 


Visit the 


CONY RABBIT RACE 


E. J. GILBERT, Proprietor. 


CHARLES W. TAYLOR 


r. Plumbing and Heating ' 


Furnacs «nd Range Repairing. 


« 
Sheet: Metal Work 
' 


B Richmond St. (Off 
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Mackerel are a little higher. 


Halibut, fresh Eastern, Thursday 


and Friday, 25c Ib. Special. 


Isles of Shoals Fillets of Haddock 


and Flounders. 
. . 
; 


Also Cod, Salmon, Butterfish and 


Tinker Mackerel -" 
^ 
• • - 


Swordfish fresh daily. 
, 
. ,. 


Next Isles'of Shoals Wharf. 


Tel. 1604.' 
. 


SUNDAY SERVICES ?rocesslonali T«E Thousand Times -^ 
_ ' • . _ -t\^ l:\. 
, Ten -thousand''' 
.............. 
DjTs.es 


_, 
. 
~" "i : 
: ' < • . ' • ; ! . . ' 
The music at 7. SO ». m.: 


Church of The Immaculate Conception processiona.l, Forward be our Watch-. 


Rev. D.; Alex Sftllivan, PjR. : : i 
word ....... .. ...... ......... Gadsby 


Week/day massj-^7.lB a.m'.-_ " ^ ;|' ;. '. j Versicles and 'Responses ....Ely Use 
Sunday Masses— 6.30, 7:45, Oidff .and ; The Psalter ____ .... .Gregorian Tonea' 


10'30' • - ; ; ' ' • - 
" 
i 
. Sunday-school 2.00 J). ml, ; 


Vespers 7.30 p.. m. 
. "\ | • 


First Friday of ; each. 


5.30 a. m.; 7.00 a. m. 


I Antiphon, O Wondrous Type, O VI- 


j 
sion .pair .... . ............. 
,.,. .Calkin- 
' 


REAL ESTATE 


The Magnificat 
.Field. 


Masses Anthem, King Ever-Glorious. ..Stainer 
-. 
Offertoi-y, Awoke .thou that Sleepest 


, 
' 
I :and Arise from tlra Dead .'...Maker 


The Federated Qhurch of. .Greenland 
• Solemn Te Deum 
Dudley Buck 


, Rev. Elmer F. Newell, pastor. ! 
- j Processional, Ten Thousand Times : 


, Sunday ,services. 
., 
_ 
i 
Ten' Thousand' ....„.,;..,..Dykes 


1 10.45 A.' M.—Sermon by. the:. paptor/ 
on:' "The Need for a Properly Adjust- 
ed Compass." Short sermon to young 


i: people; on: "The Words Found oh an 


Old Welsh House." 
Prelude on'Hdrd- 


Advent Christian Church 
^ ' ' - Hanovc'r St. 


Rev. J. "Wm. Denton, pastor. 


10.30 
a. m.—Morning -worship; ser- 


S' 
' 
' 
•- 
j mon 'by the pastor. Theme: 
Lessons 


12 M. Sunday school with interest- from the Upper. Room;', No. 2, The 


It Doesn't Make 


Any Difference 
What You Do 
"'-: 


There's always some way o£ get- 


ting hurl while you're doing it. 


When you are walking, the auto- 


mobiles are stalking you. 


When 
motoring, trains, trolley 


cars and other autos are hot on your 
trail. 


Even home Is not 
safe—more 


claims on accident policies arise 
around the home than in any other 
place. 


No use worrying about it; worry- 


ing won't prevent accidents. 
"Just take out a Travelers Acci- 
dent Policy, so that if -you, should 
pet hurt it wouldn't result in finan- 
cial stringency for your family. 


C. E. TRAFTON 


District Agent 


Port»mouth. • 


ing, lessons. 
; 
^ 


There will be no evening service un- 


til the. second Sunday in September. 


Strife for 
Leadership. 
.The Lord's 


supper will be cflmmemprated. 


-worship. 
The 


' 12 Sunday ;sclLool. 


Monday evening the Sunday school j 
715 p m Evening 


hoard will meet at the 
parsonage at j pastor«s sermon will bx_ 


•7.30: 'Some important -business will be) gerlcs Qf two m. the .theme-. :rFhrough 


Satan's Sieve:'No. 1, The Desire- of 


the 
ln a 


discussed. 
, Alter the short 'sermon to the young 
people the pastor -will give a short pre- 
lude on President Harding. 


St. Andrew's Church, Rye Beach 
Tenth Sunday after Trinity. 
Holy Communion 7.30 a. m. 
* 


Morning prayer .'11 a. m. 
Holy Eucharist and sermon 11.30 


a, m. 
• . 
I 


Children's service 4 ]?. m. ' 
Evensong S p. m. 


A, HOOZ 
H WM. KBASKER 


Portsmouth Paper 


Company 


Court Street Christian Church 


10.30 
'Sermon by Rev.. E. K. Ama- 


zcen. 


12 Sunday school. 
6 p. m.—Christian Endeavor. 
No evening service. 
Wednesday evening prayer meeting 


at 7.30. 


Satan. 
, 
; 


A cordial welcome for all. 


St. John's Church 


. Rev. ]Jfelson Kellogg rector. 


Tentih Sunday after Trinity. 
Holy Communion at 8 o'clock. 
Morning Prayer at 10.30 
Evensong at 7.30. 
Services during the -week: 
Monday the Feast of _the Transfig- 


uration. At 7.30 a. m. Holy Commun- 
ion. 
* 


Tuesday at -9.30, Wednesday, Fri- 


day and Saturday at 7.30 a. m. Friday 
evening at 7.30. 


Following are the conveyances . of 


real estate in the county of Rocking- 
ham recently recorded in the 'Registry 


! of Deeds: 
. 
, 


Atkinson—Julia ,33,', Fuller to Flor- 


ence, Waterman, land and buildings, 
$1; Geprge D..Briggs to Ada M. Brigg», 
land and. buildings, $1. 
. ;.: 


Auburn—Edgar F., McDonald, L.on7 


donderry, to Eugene P. Foss, land, .$1; 
Harold W. Humphrey, Maiden, to. Ray- 
mond- Parker,, rights, in certain prem- 
ises, $. 
.-• 
. . • 
• 
• 
:.; ..• 


; DanvHle^-Mary B.:Malcolm to Moses 


: Deny—William J. Kingsotiry. to An- 
nie'R. Wilson, land, $1; Louis S. 'Par- 
ker to John W; and Stephen H.1 'Ma* 
honey, Somerville, Mass., land, $1.'' 


Bast Kingston—George S. Giles heirs 


to Katherine C. L.. King, land, $1. 
' • ' • 


Epping—Hazen'p; Pike to L. Francis 


Dearborn, land and buildings, $1. 
f 
Hampstead—Augusta Scammon' to 


I Pauline H. Clow, both 
of Haverhill, 


rights in certain premises, $1; John A. 
Shea to Laura E. Sheai Have'rtrill, 
rights in certain premises, $1; How- 
ard E. Houston to administrator bf_ es- 
tate of Daniel Emerson, rights in cer- 
tain premises, $1. 
, 


Hampton—Selectmen to 
Alfred K. 


Hobbs, rights in certain 
premises, 


$358.40. 


Londonderry—William W. Currier- to j 


Clara M. Boyce, both of Sunapee, land, I 


Rice & Hutchins' and-Ham- 


ilton Bros/ Low Cuts for men. 


U.S. Navy Shoes. 
i 


U.'S. Navy Cots and Mat- i 


tresses. 
. 


U. S. Army Blankets and 


Shoes. 
' 


; S. Army Puttees and 


Riding Pants. 
' 


. Raincoats of every descrip«' 


tion. 


WANTED 


Agents 


Fapef Bags, "Wrapping Paper, 
Toilet Paper, Brooms, Twine, 
Mop Handles, Canvas Glcye.-, 
Lamp Chimneys, Clothes Pins, 
Gas Mantles. 'Stationery, No- 
tions, Etc. 
• 


162-164 State St. TeL 475R 


PORTSMOUTH. H. H. 


South Church (Unitarian) 


Minister 
Emeritus, 
Rev. Alfred 


Gooding. 


Minister, Rev. William 
Safford 


Jones. 


10.30 
a. m.—Public Worship in the 


church on State street, near the Fed- 
eral building and 
the 
Rockingham 


Hotel. The Rev. William H. Parker, 
minister of the Memorial Church in 
FaJrhaven, Mass., will preach. Sopra- 
no solos by Mrs. George E. Chaflee: 
'Jesus Only," 
Rotoli; 
"Abide With 


Me," 
Shelley. 


Church open every Sunday through 


out the summer. Visitors will receive 
a cordial welcome. 


KITTERY 


AUTO OWNERS 


Let us quote you rates on your 


Autemobito Insurance. 


Fire 
Theft 


Public Liability 


Property Damage 


Collision 


It inconvenient for you to call, 


write or phone 264. 


The Geo. D. Boulter Co. 


KITTERY. ME. 


North Congregational Church 


Morning,worship at half past ten 


o'clock with preaching 
by the -Rev. 


Vaughn !Dabney of Boston.. . 


TO LEE 


TO LET—For Tercentenary week or 


longer, a hotel of -86 rooms furnished.Ap- 
ply 630 Cutta street or phone 16S2-Y. 


•• 
327 to si 


Cord Tires 


quired. 


-Any 
size re« 


TeL 1340. 


On Women's Turns. 


CHAS. A. LEONARD 


SHOE CO. 


Newburyport, Mass. 


$1. 
^ 
' 1 


Newton—Lona H. Goodwin, 
Cam- j 


bridge', Mass., to Woodbury J. Marston, 
land, $1; Nellie B. Gaskill, Cambridge, 
to last grantee', land, $1; Myra ,B. 
Green, Milwaukee, Wis., to last grantee, 
land,- $1. 


Nottingham—John E. Cooper to Al- j * 


bert F. Elliott, Raymond, camp, $1; 
j j 


last grantee to Lewis O. Pollard, Ray- 
mond, same camp, $1. 
a 


Portsmouth—Flora B- M. 
Proctor, 


Union Chape), Little Boar's Head 
Rev. 
William Wallace Fenn, D. D., 


of Cambridge, Mass., will preach 
in j Oakland, Cal., et als. to Celia M. Dow, 


this chapel next Sunday, Aug. B at j rights in Ocean Road premises, 
$1; 


11 a. m. 


Union Summer Services of the Bap- 


tist and Methodist 
Churches, in 


the 
Middle 
Street 
Baptist 


Church for August 


Rev. Edwin S. Tasker, pastor of the 


Methodist church will be the preach- 


10.30 
Morning worship with, sermon 


on "The Grief of a Great Nation," re- 
lative to the death of President Hard- 
ing. The sermon will be followed by a 
union communion service. 


The Baptist Sunday school will be 


held at the noon hour. 


The Methodist school will be omit- 


ted for month of August. 


7.30 
Evening service 
of 
one hour 


with sermon on "Daniels Deliverance 
from the Den of Lions." 


Strangers 
in 
Portsmouth and all 


who have no other church home, are 
cordially/ invited to these services. 


£h»pel 


J. VERNE WOOD 


7 Ulincton Street 


Motor 
Service 


Christ Church Parish 


Charles leV. Brine, rector. 
Feast of 
the 
Transfiguration of 


Christ. 
• 


Services Holy Eucharist 7.30 a. m. 


•Procession, Holy Eucharist and Ser- 
mon 10.30 a. m. Festal • Evensong, 
Sermon and Solemn Te Detmi 7.30 p. 
m. 
. 
' 
' 


The mus^o at 10.30 a, rn.: 


Processional, .Forward be our "Watch- 


word 
.'........,.. Gadsby 


Introit, This is the Day Which the 


Lord Hath Made 
Redhead 


Sequence, O "Wondrous Type, O "Vi- 


sion. Fair , 
Calkin 


Credo 
.- 
Adlam 


Offertory, Awake thou that Sleepest 


First Church of Christ, Scientist 


First National Bank Building Annex 


. Services: Sunday m'orniris at 10.45 


and "Wednesday evening a-t 7.45. All 
are welcome. Subject Love. 


Sunday school at 11.50. 
A free reading' room is -maintained 


at the same address, where all auth- 
orized 
Christian 
Science literature 


may be read or procured. Open to the 
public daily except Sundays and holi- 
days from 2 to 5 p. m. 


The right man to represent 


the oldest company in its line 
in the U. S., either full or part 
time. Salary and commission. 
Box 5226, Boston, Mass.' 


... 
aug 4, 4t 


TO LET—Two rooms 
furnished for 
light 
housekeeping, 
modern improve- 


ments. 50 Court"street, corner of Llaerty 
St. 
. 
Iw a4 


TO LET—Pumishea flat of 5 rooms to 


October. Good location. Tel 1145-M. 


- . . - . . • • : • 
-« J2- 


TG LET—2 or-3 rooms for light house- 


keeping, ali Improvements, centrally lo- 
cated. 48 Pearl St. 
tf Jll 


TD LET—-6 room apartment, modern 
conveniences,' located 1412 South St. 
Iw a4 


TO LET—3 cottages at Sagamore Grove 
alao tentmenrs on McDonoiish St. Ai>ply 
263 Islington St. Phone 10«6-W. 
• tf J? 


TO LKT—IB "Jtsaiti^it street, t'.x nxim 


house with lights 
a;>.d toilet, all newly 
finished. Call 642-Y. 
tf ji6 


TO LKT—Tenement narawood finish, 
all Improvements. A|>Dlw i;7 Slate St. 


TO I*ET—Flat or cn«* .rooms, steam 
heat, 210 Strte 8;. Inquir* F. W. H., 
Herald office. 


} 
TO LET—No. 132 Ststa SL Comforta- 
bly furnished rooms, 'la.rge, sunny, neat 
a.ad attractive. Continuous, hot and cold 
water, centrally located. T«L 902-M, 


KSTTERY POINT 


Kittery Point, Aug. 4.—The Ladies' 


City to A. J. Bailey, lot 23, Almshc-use 
Field, 
J190; 
Emanuel 
Steffens 
to 


George A. Mawby, half Wibird street 
premises, Jl;. Charles F. 
Dodge 
to 


Marcie M. Dodge, land on Middle Road, 
jl. 


Raymond—L. Earle Rowe, Conini- 


cut, 
R. I., to Jennie M. Pollard, rights 


in Lane place, $1, deeded in 1911. 


Rye—Ethel M. Fogg et 
al., North 


Hampton, to M. Kate Parsons, three- 
fourths certain premises, $1. 
' 
I ( 


Salem—Eflr.a L. Record, to 
Ahoud , 


Azarian, land and buildings, Jl. 
j Hampton Falls, N. H, 


Stratham—Annie W. Scammon 
''.a . ~ 
— 
~ 


Clarence D. Wiggin, rights in certain 
Boarding' HOUSC 


premises, 51. 


Windham—Julia M. Baker, Boston, 


WANTED 
• 


Apple Pickers and Packers 


Experience * unnecessary. 
Year 


round job for two men experienced 


in orchard work. Opening for expe- 


rienced tractor man. Apply by letter 


TO 
. . 
„ 


ins OP. 5rst floor, aS modern improv«- 
' inenta. Ayply 181 Congress street, ti' a21 


telephone to 
Applecrest 
Farm, 


at, 5t 


Sewing Circle of 'the Congregational 
preintaeBl- ,1. 


Married couple or widow with chil- 


to Elizabeth T. Lawson, rights in cer- , dren to run Boarding House at Apple- 


church will hold their 
summer 


sa!e on the church grounds on Wed- 
nesday 
afternoon, 
August 8 at 3 


o'clock. 


Several-friends of little Arthur Ben- I 


way of Rozbury, Mass., assembled at 
the home of his aunt, Mrs. Claude 
Colby of Norton road 
on 
Thursday 


afternoon to enjoy a birthday party, 
it bting the fifth anniversary of' the afternoon 
little boy. The little folks enjoyed out 
door games suitable 
to 
tlheir ages 


until they were invited to the dining 
room, which was 
prettily decorated 


crest Farm, Hampton Falls, N. H. a.1,5t 


EMPTY STREET CAK AT 


HAMPTON CAIQffiS JIRE _,.-_.- 
opportunity for advancement. Write or 


- 
can F. Sturgeon, 22 Amherst St., Manj 


Hampton Beach, Aug. 3—A score of I Chester, N._H. _\ 


WANTED—Salesman 
to caJl on es- 


tablished trade routes, $40.00 per week 


! minimum earnings. 
• An Instructor will 
teach you in your local field. Excellent 
ttll-v't 
•* 
. . 
* 
. T 
«Uf 
\tiTi^tn 
i-L»- 


vacationists just alighted this ' WAN" jED-Tailoring Agents. We want 
., 
»i 
fiftv 
cdtd men to. earn 575 to 5100 weeK- 
n when a trolley car on the j—;^,.1 ^e contains 270 all wool suit- 


Massachusetts Northeastern 
Railway 


burst icto flames just after it/ had ( v^^ BJ 
6xS g^,^ 
olltfit icge. 


reached its destination in front or the : commissions paid in advance. Referen- 


and 40 overcoatings to retaH at SIS 
io $45. Positively biggest value line 
in 
~' 
" " 
outfit fr«e. 


Casino. 


_ 
_ 
-- 
req.uired: Write__B- E. Ferrin, Mgr., 


-with blue and 
pink 
crepe 


streamers. Each, child received a little 


i 
The fire department was called and 


paper the blaze was e3CtjnBUis-bed with slight j ees_ 


Warren Ave^ 
It 


r 


NEW METHOD 
LAUNDRY 


i! Wet Wash—Flat Work 
T 
PIKE & SOMERBY 


Tel. 373. 
CommerciaJ Whwt 


basket filled -with fancy candies and-{- 
nuts. Refreshments of Jce cream and 
cookies were Served: The little boy 
received many alee gifts 
from his 


little friends; for which 
he-' kindly 


thanked them. The little folks return- 
ed to tieir homes ShanMug Arthur for 
the pleasant time given, them. 


Helen A. Lawe, Osteopath Physician, 


will .be at Mrs. "Willis- Cobbs, Tuesday 
and Friday of each week. Tele. 9&2-R. 


JI9-23-2S-30 a2.-6 


Hev. H. J. Fleming and Mrs. Flem- 


ing- are spending their vacation at the 
home of the latter'fi' parents, Ca.pt. 
and Mrs. Charles Sawyer. 
Hev. Mr. 


Fleming is pastor of the South Fort- 
land Congregational church. 


Congregational church, Rev. John 


damage. 


FINED 


AT HAMPTON 


Hampton, Aug. 3—William Dobson 


of Seabrook was fined $50 and" costs of 
$13.30 by Judge Howell M. Lamprey 
in the municipal court today for reck- 


_ _ . 
pocheters on boot. 


lues, zeti, siOf and loop hoods. 
goo£ prices 
3™* parcel post 
charges both ways. Beyal Infants .Wear 
Co 
604 Forest Ave.; Brooklyn, N. Y. 
It a4 


TO IJ3T—Aa cpsiairs tenement corner 
of Vaughan and Hanover stioets. Apply 
to fruit store on ground £oor. 
u alT 


Tel. 311-W. 


FOR SALE 


FOR SALE—New Dwlge Bros, roan- i 
ster, used as demonstrator a few miles 


L .big buy, Hobbs & Sterling 
Co. Tele'. • 


*n 
tf J30 ' 
350. 


FOB RENT—Flat of 4 rooms, bath, 
electrics, gas. On State St.. one minute 
from postoffice. Caswell_A.gency. 
tt 313 


FOI-t SALE—28 foot motor boat with 
cabin. Wrue_Box 2 Herald Office, or tele- 
phone 7£6-\V. 


FOR SALE—One pair 
32x4 1-2 tires, 
very low price. A few 30x3 1-2 slightly 
na»rt 
f1r«= 
A,,v,,,^ 
F_ Cool(i 
jaichelia ' 


lalns. 
tf fit ' 


used tires. Arthur 
Agent, Portsmouth 


FOR SALE—House lots Park St. Wl- 


bird St. Fine neishJx/rhuGd. Inauire 
at 
this office. 


FOR SALE—Nash coupe, 1822 model, 


3 passenger, ptrtect 
condition. 
Only 


driven by owner. Tele-. C'jO-ExtcOEJon 38. 


Iw a4 


FOR SALE—Library table, 1 morris 
Chair. 1 buHet, on* round table, sliding 
couched, iron beds, National springa, bu- 
reaus with lo.)kine elai^es. p. Levine, 
Atkinson S 


FOP. 
SALE—One 
B-pasal 
6 cylinder 
Sedan driver, about 2000 miles. For sale 
or trade. E. C. Bridses, York Village, Me. 
TeL 17S-R. 
t, its 


TO LET—Tonem rma nirnjuied or un- 
furnished. Apply to Pecer Pantelakes 
630 Cutta SL. Tei. 1J98-Y. 
tT m2J 


TO T.~-T—Funiifiiie<i 01n£]e rooms and 
kitc/ienette ajn»rtnieiiLs at the Maxcy 
iise. 3S2 Elc-Ajant 3*. 
TO LET—Front office in Glebe build- 


lng._CajI_l_78._ 
tf J6 


TO LET—Kitchenette, hot and 
cold 
water, enameled sink, gas range, electric 
lights, all 
modern 
improvements 147 
Stale St. 
tf ml 


TO LET—6 room tenement, all riodttn 
Apply 173 Fleet 31 
tf mis 


TO LET—2 
front 
offices, Freeman's 
Block. Huac. electric lights and gas Par- 
a3_BrosL Tel. 29-W. 
tf aJ.4 


TO 
LET—Nicely 
furnished rooms 
In a new hbme, all moderli improvements 
Hut for light housekeeping. Best location 
in Ore city Tel. 161-W. 


TO LET—Two-rooms, 3 single rooms 


for light 
bouaekeeplae &nd a 4 room 
apartmeni. Apply A. Mostone. il School 
fit. Tele. 1M7-M. 
tf m 


TO LET—Suitable place lof plumber 
stiup, yamt ^bop or any several Eianufa£- 
toiict,- plants. Inquire ai thla oftlc«. 


TO LET—Furnished house on Austin 
street Six rooms, bath, furnace, gas, 
Adults only. 536.00 per month. F. D. But- 
ler, 6 Market St. 
tf J21 


FOB SALE—Motor pleasure boat 26 ft. 


by ti ft. Atnoii new, in fine condition, 
with or without motor. Apply 6< Whip- 
ple Road, Kittery. 
tf J26 


FOR SALE—Well equipped dairy and 
truck farm. 300 apple trees, 50 ptach, 
asparagus ajid strawberries, 10 aciey in 
crops, 100 ft. hennery. All modern im- 
provements. High grade 
stock. Brood 
sows, 3 horses, mudtm tools. Level 1,-md 
and no rocks. George Chase, Eliot, Ma. 


1m jSO 


FOB SALE—4 Dcau'^ful toy poodles at 


153 Vaugban St., Portsmouth, N. H. T«L 
1140. 
. 
tf m2a 


FOB. SALE—24 pie, Meet Gas Oven, 3 


burned plate attached. Phone 1743. tf JS 


FOB. tiALE—-Ilou»« lota Park BL, VVi- 


bl';d tit. Fta« nelghbornooa. Inquire 
at 


Chi* OtUce- 


FOB SALE—Chestnut, 
thoroughbred 
mare, six years old, exceptionally Baited, 
sure juniper, sound and gentle. Cttti bo 
seen and tried 
ac Applecrest 
Farm, 
Haajptoo Falls, N. H. 
tf J2D 


FOB. SALE—Two single bed room sets, 
Columbia Grafonola. hall tree, floor -2ov- 
erings. 303 Richai'da Ave. TeL 495-M. 
_tr J2T 


FOB SALE—Sittlcs room 
furnltur«, 
sgfa._t_ehajrs and_taiile. _Call .phgne_lS.13._ 


FOR SALE—Double black walnut fold- 


ing bed and spring with 
mirror front. 
Tele. 364. Clara A. Lynn. 
Iw ai 


FOR SALE—Pool 'table. 2S3 Pleasant 
St. 
Iw a2. 


TO 
LET—Furnishes 
rooms 
and 
kitchecette apaitmenta.. Samtford House. 


TO LET—Offices in Kni«bt Block, 147 
Congress St. Up-to-date with heat, llyht, 
etc. Inquire F. W. Xaight. Market Square 


tf a2 


FOR SALE—New bungalow in South 
Sltot, 6 rooms and bath, electric lights, 
hardwood floors. Lot 100x110. Excellent 
ocation. Terms reasonable. TeL 1637-Y 
'ortsmouth. 
, 
iw a£ 


FOR~SALE—Castle" "Crawford"No.~ 


TO LET— Nicely' furnished 
rooms on 
High St. Also rooms- ler light house- 
(eeping, all modem Improvements. Ap- 


"WANTED — ^Typists. 


•weekly, spare tfme-, 
Earn 
S25-J100 
authors' 
manuscripts. Write R. J. Carnes, Auth- 
ors' Agent, C-12, Tallapoosa, Ga., 
for 
partfculaxa. 
'It al 


TO LET^—4 rooms with all Improve- 
ments, rent reasonable. 68 High St 


"WANTED—Eip«d«need htls at lib«rtv 
Bridge Steam I-aundiy. 
tf J26 


"WANTED— 1317 HudaoE speedster or 
1918 Bialck. touring, terns: T*k 1439-B. 


less driving. A 3fr-day jail rtntecce ~ 


. 
after 6 p. m. 
. 
lw s2 


and Arise from the Dead..... Maker la *• m' M°rning worship: 7 Evening. 


Baptist church, Rev. H. E, Young, 


minister. 11 a. m. Morning worship. 
12 Sunday school. .7 Eve'ning service. 


First Christian church, Rev. Charles 


"W. Cook minister. 11 a. m. Morning 
worship. 12 Sunday school, T Evening 


Sanctus 
Adlam 


Benedictus and Agnus Dei .....Moir 
Gloria in Excelsis ..._. 
Plainsong- 


Post Conuiiunio, King Ever Glorious 


_ 
...'.. ,...,_v Stainer 


The Best inTailoring 


We h«ve the Latest in 


Ladies' Spring Styies and Modes 


Don't throw away your'old «uit, tot 


urn remodel it for you; it wiTT took like! 
new. 
The .most up 


Veterinary Hospital 


And Boarding Kennel 


SmaH Animafs Treated, Boanded an* 


Clipped. 


Out-door Exercise, 'Well Ventilate* 


Heated Kennels and Bath. 
Transportation If Desired. 


HAVEN T. PAUL,-V. M. D. 


mm 
CHURCH NAMED 


IN Will OF N. Y. WOMAN 


was suspended. 


NOTICE 


The , Piscataqua Savings 
Bank ol 


Portsmouth, N. H., issued .to William 
P. Boyle on August 1?, 1J22, a deposit 
book numbered; 31606, -which said Wil- 
liam P. Boyle claima to have lost. 


Said William P Boyle requests the. 


issue o£ a duplicate book by said Pis- 
catoqua. Savings Bank and herewith. 
publishes notice of the 
loss, ol said 


deposit book as .provided by Chapter 
45, Laws of 
1305 and Chapter 25, 


.Laws of 1916 of the State . of IJew 
Hampshire, 


a4-ll-lS 


Grocers and Public 


ATTENTION 


Applecrest Farmy Hampton Fatlsr N. 


to do chores and chop wood. Tel.'1373-X 
or address Bex 13, Portsmouth. 
lw a2 


WANTED— A 
capable 
person 
for 
general housework through August at 
Kittery Point, private family. Apply to 
200 State St. or telephone 999-W. lw a3 


WANTED — Capable 
Protestant maid 
for August, must be good plain cook, no 
washing Good: -wages. Apply Mrs. W. F. 
Eurnham, North Hy«, Bracken Road, or 
write Portsmouth, H. F. D. N«u 2 Box 
1<9. 
lw J3* 


WANTED — Fumttrire -repairing, 
an- 
lidues restored. Tnos. G. Gage. 92 Wll- 
lard Ave. 
" lw al 


WANTED— A. middle ae»4 -woman -as 
housekeeper for a middle aged -single 
cianf George B. Brooks, Kittery Depot, 
Me. R. F. D. 
1W al 


TVANTED— Woman for kttcJien work. 
Apply Belmont Cafe. 
lw J30 


WA3HTED — Middle, aged 
woman 
to 
wash dishes. Also experienced waitress. 
Apply 22. Vaughan. St 
-. iw jjo 


. WANTED— Boy or 
giil to ' -work in 
shoe ami ctothln« store. Steady work for 
right party. Apply Portsmcum Bargain 
store, .Market .St. . 
Iw J3< 


WANrjfisu— Position 
desired oy 
two 
yoone women, in private home. Cook and 
second mal<i. CalT pnone 
9* 
betwae3 


methods »re 


— * -- 
iimvtblv • • • mmumim 
mm •••• ^m 
-.•**«. jrujit.-- ^j. -ucfc/iAci-iM vx JM.I.. ^«rrijon, 


-to-date cleansinai 290 Woodbury Ave, Portsmouth. N. H.'N- Y- a former resident of Dover, 
by us. 


The Philadelphia Ladies' Tailor 
148 State Street 
T««. 


Mrs, Beatrice H, Scartongb 
Teacher of Singing 


Pupil of F. Morse Wemple 


N. E. Conservatory of Music, 


Boston, MBM.. 


Studlior 603 Lincoln Ave. 


PORTSMOUTH, N. H. 


Phone 398-H. 


SAFETY —SERVICE —SANITATION 


Breakfast Hill Food Shop 


Lafayette Road, West Rye- 


Tel- Rye Beach 73-34. 
Meals a la Carte 


. Food at Sensible Prices. 


Maple Sweetheart Candies; Dutch Cot- 


tage Chocolates; . Cameo Chocolate 


Cako*. . 


Stop Scratching 


.New Tork.—Religious 
institutions H., will dig Irish Cobbler potatoes 


at Dover and Bristol, N. H., are nam- j 
ed beneficiaries in the -win of the late about August 12.. Buy your winter's 
lira. Annie L. G^bhard of Mt. Vernon 
, 
.- 
. 
. 
• supply direct from the -farm at whole- 


sale prices. 
Appl* picking 
begins 


about Sept. 15, Pullets for sale. a1, Bt 


filed for .probate today. 


-St Thomas' Protestant 
Epfeeopa] 


Chiirca at Dover Is beqTieath.ed $30«0; 
tBe Soard of trustees of the annual 
conference of the Methodist Episcopal 
Church at Bristol gets the Gebhard 
estate at Dover; the 'Woodman Insti- 
tute at Dover gets several valuable 
paintings, and the New Tork Histori- 
cal Society several pieces of rare old 
jewelry. 
, 


John A. Gebbard waa wiHett $5600 


and the interest from a trust fund of 
like amount which, on his death, win 
go to found a scholarship for students 
in the Protestant ministry. 


V & D KemedJ 
wlH ieat U» 
obStlnlte caw ot Kcaern. or other 
Maney "funded tt not aattafM* 
Benjamin Green, Boardmxn »•• 
Bd pMTbrfek"* 


' Get behind the celebration-; there i£ 
work for everybody 
In 
the city in. 


some capacity. 


BUICK 
FOR SALE 


For Owner 
- 


Equipped with five Royal Cord 


Tires. 


Price $350. 
'•;". 


BROOKS* MOTOR SALES 


WANTED— Experienced: 
rvro small boys, eai 
housewrok. Tele MS. 


nurse girl for 


to- as&iart at li«h 


WANTED—Aa eiperltnced 
-waltreaa 
Washington Eoujae, 
Eyo 
Beafih. Mr 
Green, MgT. and owner. 
tf " 


WANTED—Paper ana 
painting. Al 
kinds wall papers for sale. Willis P Gray 
389 Wlblrd St. Phone 667-J. 
/• 
tt ]: 


'WANTED—Experienced cook. Mis. J 
Winstow Pierce, 60 Court St. 
tf Jl 


WANTED—Photos io 
"nlarse 
with 
frames made to order. See samptaa A 
Hammer's Bareain Shop, 116 Marfcet 84 
Kurae 1017-B 
. 
M J3 


"WANTED—Live fowl, broilers and al 
kinds of poix'try. Plione 11BX' 
tf ]1 


* JO LET 


185 Consress St. 
.lw 


THE TOSCAN IK 


TO LET—1 


tf J21 


room camp completely fur 
^ >w«^ n^ my twiiipurteiy lur 
nlshed, good location, 
on water front, 
tent reasonatl*. Write 
~ ~ - 
Office. 
C. R., Herald 
Jvr al 


, FOS RENT—For months" "of Aucuat 
aid September, 
4 room 
bungalow at> 


Castle, N. H. Phone 1753-M. Iwa3 


IO LET—One room: Apply Mrs. L. Q. 
Dort, 267'Richards Ave. 
tf ad 


FOR RENT 


FOR RENT—House, 
furnished, -near 
salt water 
and electrics, 
nine rooms, 
apace for auto, garden, 
telephone, sis 
minutes auto ride 
to town, 
price S30 


monthly. Tele. 1373-X or address Box IS 
Portsmouth. 
iw a2 


FOR HUNT—Nicely Ju."iieii«d flat o£ 
ftve rooms and bath. Fiv^Surinut-es from 
the Square, eaawen. Agency. 
tf al 


FOR 
— .apartment 
of 
eisrbt 
. 
rooms on Daniel St Sent J20 per month. 


tf a2 
Cgjrarril Agency. 


FOR EEtTT—SHimlshed apartment of 
two rooms and bat*, electrics, gas. For 
ten -weeks only. On Congress St. Caswell 
Agenc. 
tf ju 


1TOR -KENT—Larsc House .oartlaBy fur- 
nished, flna xesMentijd section, wlih, aJl 
ttiodcrzi iJ&provcftt9cmk centrAl^f loctttod^ 
•*"-•-- -.. C.. geralit 
tf n>9 


FOR RENT—Houae in center of city 
containing 7 light housekeeping apart- 
ments with all improvtments. AU modern 
" 


:ncy. 


HOUSES 


Four, Rve u>d tix roomv with all »n>. 


provements. j|ts Per Month Up. 


The Atlantic Heights Co. 


Tele 88 
' 


FOR ixI-;NT—6 
room 
tenement on 
Washington St, near State St. Rent $12 
month. Caawea Agency. 
tf jl 


FOK SALE—1 pool table and 1 couch. 


Tel. 
136. 
lw a2 


Tele. 351-w: 
iw aZ 


FOR BALE—Motor boat Bldcra, 16*. • 
1-2x2 
1-2, strongiy Svint, ErS miles with : 
-cyl. 7-8 Palmer engine with reverse; I 
boat and eaglne in splendid condition, 
with full equipment; haa. b«n usea but 
ittle <rurin# twc se«aon«r 
cost ^aout 
J1200. 'will sell for S"00 or exchange for 
years Fora coupe. 
Address G. B. 
Viles, £05 Long Beach Ave., Tork Boacfc 
Me. 
Iw ja 


FOR SALE—Collie dog one year oi<£ 
Write Box 6«, Herald Office. 
lw aJ 


FOR SALE—Stranded! 
Must sell 6- 
pass. Cunningham sport touring, excel— 


lw al 


.ent 
condition, cash needed. Mr. 


Tork Beach. Hotel. Tel.. SUM. 


LOST 


LOST—Bar pin, green and white gold; 
amythest stone. 
Reward. 
Return to 
Herald Office. 
It a* 


—Pay envelope on navy yard or 


In Portsmouth on Tuesday afternoon. At 
J, Bam&dell. Leave at Herald. Reward. 
lw nl 


"LOST—Black 'pocket book with sum 
of money on State St., or in business 
section. Betura to 43 Gardner St., 
Herald. Reward. 
lw 


LOST—Will the person that found the 


hand has* and wrap sha-.vl on. 
street, return to Herald. 
lw J31 


LOST—Fair tortoise shell rfasees be- 
tween Colonial and 
Everybody's Store. 
Reword. Return, to Herald. 
lw J31 


LOST—Reward for return 
of pocket 


book left on liliot Bus July 26th. Address- 
in pocket book Mrs. Helen 
Carr, 233 
Pearl St., Manchester, N. H- Pres*it ad- 
dress Mrs. Pearl Carr, 
"The Golden 


Cock," Eliot, Maine. 
J2& 


LOST—Pock£t book on Islington street 
eonjaining keys iind small amount of cash 
Please return 623 Islington St. 
tf }t 


—Foc*et '^ook or change purse 
(wren new was chocolate color) con- 
talxad bills. May have left 
In 
a. ioca? 
Congress St sfcre 
or _atout 
Market 
Sijuare- STuder return Herald. Reward. 


MISCELIJNEOUS 


MADAME HU.LIS, P«yoh!c HjaOer, 21. 


Summer St cor. lellnflton «t Phone 
1310. 
tf "« 


ELECTROLYSIST 


FOR REKT—fc room tenement on Chap- 
ei St. Kent $15. month. Caswell Agency. 


tf J19 


FOR SALE 


FOH SALE— 19J2 i"or<J aport roadster, 
Ames body, starter, 
demountable top 


eurtateET, spat - wlndshiftid, 
new 
iatnt, 
good tires, 2. new eorda &ad spare. Eac- 
. cellent mediaiiHral 
condition. Demon- 


TO LET-Tenement of five rooms with 
kitchenette, rent reasonably Apply ia| then Exeter 8413-w 
Bhn Court. 
Jw a3 1 — -- 
• 
- 


j 
FOR SALE — Owner leaving xor winter 


It J31 


TO LB5T—Six 
room 
tenement, batBiwl" sacrifice an Eaaex Sedan 
and gas, 112 Chapel St. Opp. St. John's 
1'<)<) miles, number 
of «xtraa. 


I 


' 4U1U jjd.3, 
^XM V^Jltt^t:! 


.Church. Tel. 1118-J, 


TC- 1JST— Two rooms for Msirt noijs«- 
keepine with tmprovements. 33 School 
St. 
Jw 


tllOO. George J. Owens, New Castle. 
Price 


• lw 
tfO 


Abole Caawea 
cure for tna 
uou* hair, 15 years merlence. 33 M 
ket St., Po-tamoutU, N. H. WHb E. 
Battt. TeJ. 824-M. 


JOHN A. UU NT 


Trance roadln(J« 
by 


Hano«r St. Tel. 1B38-W, 


of Everttt, 
, Tuesday. Wed- 
only, 
at 
28 


GARBAGE collected twiee -we 


ea reasonable. Tele. 296-12 after 6 p. m. 


FOR SALE—Or to let, .candy 
race '• 
track and shooting 
gallery. 
School St. 
Muotoue. 


VICTOR SAFES 
New 
or Second Hand 
• . 


LOWEST PRICES 


Repair* Made and Combinations 


Changed. 


J. P; CURRAN 


2CS-Y. 
Kittw~« M«v 
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RESTRICTIONS ON 
SAGAMORE BRIDGE 
LIFTED BY B. P. 


Will Move Pleasure Cars and Light 


Trucks Over the Railroad 
Section 


for a Month or More 


1 A committee from tine Chamber -" of 
Commerce consisting of R. I. Sugden. 
Frank BeVden and Harry W. Peyser, 
met the Board of Public Works at a 
special meeting held-in City Ha.ll on 
Friday evening for the 
purpose of 


having the restrictions lifted on - the 
Sagamore avenue bridge. Th* com- 
mittee and the Board were in session 
an hou» or more. The Chamber dele- 
gation appealed to the Board to res- 
cind the ipresent order regarding high 
•way traffic there, and told of the,un- 
ahnited number 
of complaints that 


have been "made aa to Che closing of 
t h e span. 
• 
" 
, 
' 
' 
" 
. 


' It -was finally decided to modify the 
ruling of the Board 
and 
• regulate 


traffic over the railroad section of the 
•bridge by having..men .stationed at 
each en'd of -the bridge. Pleasure au- 
tomobiles and trucks . under , 5 tons 
will. be allowed to pass. Traffic will 
move one _ way at a time according to 
the direction of the men at each end. 
This will likely continue until Sept. 1 
or later when the repairs will be 
started and .the bridge closed against 
all highway traffic. 
. 
- 


CARNIVAL TO 


COME HERE 


WEEK LATER 


The carnival, which wag originally 


looked for Portsmouth next week, un- 
der the auspices of the American Le- 
gion will not appear u'ntil the following 
week, according to the Legion com- 
mittee, who have charge of the affair. 


Major R. F. Hoyt, U. S. M. 
C.. In 


charge of the recruiting in New Eng- 
land, is to have a marine' recruiting 
camp here during the tercentenary. He 
haj also advised that marine airplanes 
be sent here to give exhibitions. 


BELLS TOLLED 


FOR HALF HOUR 


. The bells of the several 
churches 


were tolled from 6 to G.30 on Friday 
afternoon In respect to the late Presi- 
dent, Warren G. Harding. ^ 


No. S Magee Ideal range with base 


and high shelf during sale only $57.15 
at PAUL'S, 87 Market street, 
2t a3 


THE UNIVERSA'L-.CAR 


Used Car Department 


We are listing below several Used Ford Cars: 


1 Ford Touring, st&rter and demountabl.es, in excellent 


condition .-. 
.-.-.-. . . .$265.00 


1 Ford Roadster, starter and demountables...:.:.:. .5265.00 
1 Ford Touring, starter and demountables, ...... .$225.00 
1 Ford Roadster, demountable wheels. . ..-.>-.» . .?165.00 
1 Ford Touring 
.$115.00 


t Ford Half-Ton Truck, starter and demountables, 


six-post body (late model) 
... .$290.00 


1 Ford Ton Truck, with open Express body 
$325.00 


Cash or Terms. 


Brooks Motor 


Sales 


Hanover Street (Foot of Pearl Street) 


._:•,*><•-. 
Portsmouth, N. H. 


MAYOR LADD SENDS - 


CONDOLENCE TO fIFE 


OF LATE PRESIDENT 


The following: telegram 
was sent 


this morning to Mrs. Harding, wife of 
the late President ^pf 
the 
United 


•States, by May'or Samuel T. Ladd la 
behalf 'of 'the Citizen's- of- Portsmouth: 
Mrs. Warren- Harding, 


Washington, D. C. 
"The : citizens of - Portsmouth filled, 


with a deep sense of personal loss In 
the death of, our late President, ex- 
tend • to you 'their heartfelt Sympathy 
in your-bereavement." 
- . ' . , 


._•___ 
'... 
SAMUEL T. LXr>D, 


, Mayor of Portsmouth, N. H. 


Local Dashes 


CONVENTION ADJOINED 


OUT OF RESPECT TO 


PFESIDENTHAFDING 


The; program- at' <the Unitarian con- 


vention: "at the Isles of Shoals'".i)n Fri- 
day was postponed In respect to .the 
death of President Harding'. At 'the 
same ; time the 
.convention' adopted 


resolutions and sent a 
telegram of 


sympathy to Mrs. Harding. •• 


POLICE COUHT 


The case In .which Horace. W. Den- 


nison of Stoughton, Mass.i is charged 
with reckless driving in this city on 
July 23 was heard 'before-Judge .Gup- 
till In the Municipal Court today and 
the defendant fined $25 and costs of 
$5.32. His arrest followed the striking 
of Mrs. Alice Pace on Middle' street 
with his1 car on the date named and 
causing injuries that 'have kept _her 
confined to the hospital since., She 
had just. alighted from a street car. 
when the accident .happened.- After 
paying 'his fine Dennison was served 
with a writ in "a civil suit brought by 
Mrs. 
Pace for damages. The _writ is. 


returnable at the October term of Su- 
perior Court 


The parking of automobiles looms 


up as the one big .problem of the Ter- 
centenary celebration. They have 
a 


hustling committee on • this 
matter 


and if the problem can be solved they 
will do it. 


Est. 1863. 
Tel 1015-W. 


A fine Heppiewhite sideboard, chairs, 


highboys, secretaries, bureaus, Windsor 
and Decorated Chairs. 


Ship Models, Hooked Rugs, Glass, 


Colored Prints, Etc. 


A good collection, carefully selected, 


at fair, prices. 


NO REPRODUCTIONS. 


J. L. COLEftiAN 


217 Market Street 


At The Cor. of Deer St. 


This Is The Place You Are Looking For 


TO PLAY MOD GOLF 


YOU NEED GOOD CLUBS 


We have the Models.of the Masters—Hagen, Hutch- 


ins and Sarazen. 


Tennis Racket Restringing—12-hour service. 


McDONDUGH & BRACKET! 


SPORTING GOODS DISTRIBUTORS 


11 Daniel Street. 
Up One Flight. 


AUINSON' 


DEPARTMENT 


Try Our Saturday Special 


Regular 50o Ib. 
49c Lb 


Agent for 


Whitman, Foss and Cynthia Sweet 


Candies. 


S. & H, ICE CREAM 
30c pint; 60c quart. 


ALLINSON'S 


DRUGGIST 


Est. 
1838. 
Phone 2. 


Insure Your Coal Supply Now 


After tna difficulties experienced in securing your coal 


last win tar you should protect yourself against a repetition 
of such conditions. The anthracite miners' agreement 
ends September 1. 
Why risk the warmth and comfort of. 


your home this winter? 


C. Er WALKER & CO. 


^ 
State and Water Street*. 
:-.., 


INSURANCE 


In all of its branches, Fire, Life, 


Automobile, Health and Accident, 
Compensation, Liability, Plate Glass. 
Every client receives my personal 
attention. All losses promptly ad- 
justed. See me when you wish in- 
surance of any nature. 


Charles F. Tucker 


. 16 Market Square, 


Portsmouth, N. H. 


. Summer came back, 
. 


Sugar A little cheaper. 
Take the kids to the seashore. 
The vegetable market is going good. 
-Why .sweep, your .dirt 
into 
the 


street? ' ' ' ' . ' . " . , ' 


<3et In line—be up-to-date—read The 


'Herald. 
' 
- 
'•''•• 
- 


Garbage cans 90c,- $1.25,, $1.67. W. B. 


PAUL'S. 
2t a3 


J3aseball "game at 3 p. .m. "on the 


playgrounds. 


Old Home Week gatherings .are now 


on the. slate. 


Threatened showers did not mater- 


ialize on Friday. 


"Wood of all kinds Jor sale. Phone 


J. Regan, 6G2-W. 


Board of public works held special 


meeting last night. 


The Glebe Building on: Pleasant 


street is being" reshirigled. 
" ' 
--. 


Brooms 69c and.98c- during the ten 


day sale at w!' E." PAUL'S;" 
" '2t a3 


.The, cruiser. Huntington seems to be- 


a -fixture at the navy yard. _ , 
. 
. • 


-oVer will run .special train to the 


pageant .near Dover Point. 


Ash barrels -$1.68 and $2.25. W., B. 


PAUL'S."-. . • ' - 
• - ; ' - . - 2 t a 3' 


The'BparcTof Public Works "held a 


special meeting last night. 


Dover will feature the Mardi Gras 


part of the city's celebration.. 


.For qolpK sarinca on Toe phone New.- 


fek ice Co. Phone 1403. , . 
tf J20 


Tercentenary Pennants just out 40o 


each. Salden's Dollar Store. 
3t a2 


Hard and soft wood, pine limbs. 


Francis P. Glair, Gate St. Tel. 1507. 


Three speeders and 
ona for safe 


keeping on "the police 
blotter 
last 


night. 


Monuments, gravestones. J. H. Dovrd 


Co.. C. F. Dowd Mgr. TeL 1647-M. 93 
Market street. 


Portsmouth Yacht Club ..will have 


its annual sail to the Isle of Shoals on 
Sunday. 


Army and Navy Stations will take 


official notice 
of the death o£ 
the 


President-today. 


C, GRAY 


*FOR COAL ' 


PHONES 69-1760 


.The arches 'about the city aro rap- 
idly being made ready and all will be 
In place in a. short time. 
. 


Before taking Insurance get rates 


from Toner Agency.. 506 Middle St. In- 
surance of 
all 
descriptions. Tel. 


1346-M. 
tf ml? 


A tennis tournament at 
the play 


ground courts for tlv> championship 
of the city will shortly be started. 


Paola, phone 1790. Staarmhip agent, 


bookings and information on all for- 
eign sailings. 
*f J12 


Some of the towns in Maine aro 


certainly putting up the best baaebo.ll 
in many years. 


Spend a day at th? Islea of Shoals 


before the crowded season. Steamer 
leaves 11.30 a. m. Round trip $1.25. 


tf J30 


Local physicians who 
have 
been 


following the bulletins 
o£ President 


Harding's illness , were 
not 50 sur- 


prised at the news of his death. 


The old fashioned crockery tea pots 


41c to 87c. Crockery 
mixing bowls, 


sets of 5, only $1.75 at W. E. PAUL'S. 


2t a3 


Hemstitching 
and 
pecotlng 
dona 


while you wait; mail orders pro.-nptly. 
attended to. Fine materials skilfully 
handled. Mrs. Mullano, 33 Columbia St. 


8m n13 


The sumnier resorts will be turning 


them away over this week end. York 
Beach is reported to be feeling the 


The Country club .golf championship 


tournament .is now down to the finals 
which will. be. .played .next" Wednesday 
and at-the same time th? other dlvi- t 
slon wilt play. The third division havo' 
not .played their semi- final matches 
as yet. . . 
' ' '. , . - "-• - 
: «T 


The semi-finals of the first two di- 


visions are as. follows: 
- 
] 


Championship Division—McDonough 


defeated Newick' 5-4. 
.•. . ." 


Simpson defeated Flanagan 1 up, i!> 


holes. 


Second Division—Peirce 
defeated 


Butler 4-3. • 


Tredick defeated Randall 4-3. 


FLAGS AT HALF MAST 


AND BELLS TOLL 


With the exception of the flag on 


.the top of the Custom House, every 
flag about the city was at half mast 
on Friday for the death of President 
Harding-. The 
Custom House. flag:, 


which was at peak was hauled to -half 
mast at noon when the-official order 
arrived to half mast the flag. 


On Friday evening the church bells 


were tolled for thirty .minutes and 
there is a general suspension .of so-_ 
cial activities about the city. The news' 
of the death of the President after the 
favorable reports was a dreadful shock 
to everybody. • 


BOWDEN AGAIN LOWERS 


WENTWORTH RECORD 


Whitney Bowden. a suest at the Ho- 


tel Wentworth who last week set the 
| course record for the new nine holes 


I at the Wentworth golf 'course, on Prl- 


I day lowered his 
own 
record 
two 


I strokes when he handed in a card of 
C8. Bowden was 35 out and 33 in. 


He was playing in a foursome with 


Frank W. Davis, W. S. Johnson and 
Dr Wightman. Bowden who is a south- 
ern champion, is 
going ^ especially 


strong now and he may be picked as 
one of the two golfers who -will play 
Hagen and Kirkwood In their exhibi- 
tion match. 


j WALLACE REID AT PIERCE HALL 
I 
IN WORLD'S CHAMPION 


A story full 
of joy and action. A 


real up'percut to the funnybone. Bthel 
Clayton in The Cradle, 
a smashing 


drama of marriage and three kinds of 
love. A real big 
picture 
program. 


Dancing as usual during the pictures. 


. Decorated cups and saucers, 18c at 
W. E. PAUL'S, 87 Market St. 
2t a3 


READ THE 


BOSTON 
SUNDAY 
GLOBE 


TOMORROW 


SUMMER SUITS MARKED DOWN 


. the Summer merchandise must move. 
,v 


There is stilt a fine selection- in thin fabric and sports 


. suits. $45 Suits, Stein-Bloch make, reduced to $38.50; 
|40 Suits to $34.50, same make; $37.50 Suits to $32.50; 
$30 Suits now $24.50. 
' 
" :,v 


.". Palm Beach'Sui'ts to close, $10.50. 


;N.B.—Straw Hats.at •half-price, 
; 


HENRY PEYSER & SON 


' 
, "Featuring Stein-BiochSmart ClotW/ 
~ 


Sets 


Pry or-Da vis Co. 


36 MARKET ST. 


suspension o£ the 
trolley 
. service, 


badly. 


"Our Children—H&w shall we teach 


them to Save and Spend?" 
- , 


This Interesting booklet suggesting 


"Family Budget" distributed free on 
request by Plscatao.ua Savings Batik. 


A return of the hot weather. 
The 


. temperature on Friday was real sum- 
mer weather and while hot It was a 
relief from the' cold weather we have 
been having. 
• 
• 
' 


FOR SALE—Used No. 490 Chevrolet 


Sedan. Portsmouth 
Motor Mart, S5 


Fleet St. Tele. 22. 
tf J25 


( 
Our Automobile Insurance depart- 


ment has a. 100 percent record of sat- 
isfactory claim settlements. Agents for 
the Aetna Casualty ft Surety Co.. 
Caswell Agency. 9 Congress St. tf f20 


All Kinds of Labor Fur- 


nished, 
Raphael 
Paola. 


Tel. 1790. 


2 burner Anchor oil'stoves $5,43; 3 


burner Anchor oil stoves $7,48; 3 burn 
er Nesco Perfect oil stoves $15.00; 4 
burner Nesco Perfect oil stoves $22.50 
! during sale at W. 
E. PAUL'S, 8-7 


Market St. 
2t a3 


A great many people In our city will 


enjoy their vacation this year because 
they. deposited a small amount each 
week in the Ptscataqua Thrift Club. 
Provide for_ your r.axt year vacation 
by joining the Club today, at the Pis- 
catao.ua Savines Bank. 
jn 18, tf 


GUESTS 


Lose Belongings In 
Profile House Fire 


Don't start on your vacation 
without a Tourist Baggage 
Policy. 


The cost is small. 


For information on this or any other- 


form of insurance consult 
Frederick Gardner 


Y: W. C. A. BLDG. 


Lunch 
11:45—-2:UO 


Supper 
5:30—7:00 


HOME COOKED FOOD 


Afternoon Tea a Specialty 


3:00—5:30. 


OBITUARY 


Mrs. 
M. Isabel Hook. 


Died in Rye, N. H., Aug. 4, M. Isabel 


Hook, wife 'of Charles P. Hook, in her 
67th year. Services and interment ,at 
Laconia, N. H., Tuesday, August 7, at 
t o'clock. Kindly omit flowers. 


Islington Street 


For Sale 


Seven Room 


House 


Furnace, gas, bath, excellent 


location; 5 minutes' walk to 


! square. Price on application. 
Frank D. Butler, 


| 
Exclusive Agent 


5 MARKET STREET. 


HOT 
WEATHER 
SHOES 


Easy, soft, Morning Shoes, 
cushion sole turns with rub- 
ber heels, for women. 


$4.00 


Boys' Long Wearing Play, 
.Tennis or Big Nine Rubber 
Sole Shoes. 


$3.00 


Kid Street Oxfords 


$6.50, $7.00 


Children's Barefoot Sandals 
in smoked horse. 


$2.00 


Easy Slippers and Moccasins 
for piazza or house. 


$1.95, $2.25, $2.45, $3.95 


We Specialize in Women's Fine Hosiery 


$2.25, $2.45, ?2.95, $3.50 


FUORSHEIM, WALK-OVER, RALSTON, DOROTHY DODD SHOES. 


- 
- 


THE STORE WHERE LOOKING IB NO OBLIGATION TO BUY 


T R Q T T I E R ' S 


C2 Hl|h **. 
"ON THE SQUARE" 
(, Con0r«. 8k 


ONLY THE BEST 


It is our Policy to carry only THE BEST of Cloths, 


and that is one reason we have added the HEATHER 
MILLS cloth to our line. 


"Our customers say they are the best cloths they have 


seen for some time, and not high priced when you con- 
sider the quality, 
Wood The Tailor 


